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THE purpose of the Technical Book Review Index is primarily to identify reviews in 
current scientific, technical, and trade journals; secondarily, when feasible, to quote from 
In the evaluation of scientific and technical books, reviews constitute the 


best existing source of information. The service of the Technical Book Review Index is 
thus in the field of evaluation, rather than in competition with existing publications which 
announce new and forthcoming books, list books by subjects, or supply bibliographic 
information. Each quotation immediately follows the name of the journal from which it is 


taken. 
as conclusive. 
is as given in the reviews. 
probably inaccurate. 


Obviously, these brief extracts, detached from the context, must not be accepted 
Except for the correction of obvious errors, the bibliographic information 
It is, therefore, in many cases incomplete and in some cases 





_ Advances in enzymology and related sub- 
ects; edited by F. F. Nord and C. H. 
erkman. v.1. 433p. 1941. Interscience Pub- 
lishers, New York, $5.50. 

American Chemical Society, news edition, July 
25, 1941, p.798. % col. 

“This collection of independent monographs, 
presenting material on a wide range of subjects 
of a general biochemical nature, is similar in 
plan to the well-known German yearbook, Ergeb- 
nisse der Enzymforschung ... The ‘related sub- 
jects’ are not always of immediate concern to 
the investigator in enzyme chemistry, but the 
topics are all well handled by recognized experts 
and are of definite interest and use to anyone 
studying the broad field of enzymology ... Will 
be welcomed by many chemists and biologists 
... Up to date... The large number of references 
carefully selected . . . provides a critical review 
of recent pertinent literature. Approximatel 
one fourth of the volume is published in German.” 
C. N. Frey & W. R. Johnston. 

Science, July 18, 1941, p.67. 8 col. 

“Consists of a collection of ten independent 
articles contributed by investigators from various 
countries ... The editors ... have succeeded in 
combining a number of extremely interesting and 
valuable articles . Protein structure is re- 
viewed by Bull... The article of Bergmann and 
Fruton is a valuable review of their work on the 
gg of proteinases . .. Lipmann’s article 
{is] on phosphate bond energy . . . Sumner’s 
article deals with the chemical nature of catalase 
- .. There are two articles on photosynthesis, 
one by Franck and Gaffron and another by Van 
Niel; the latter deals more specifically with 
bacterial photosynthesis . . . In other articles 
Holzapfel deals with the physical chemistry of 
virus proteins, Green with enzymes and trace 
substances, Kurssanov with enzymatic processes 
in living plants and Vonk with digestion in lower 
vertebrates.” Carl F. Cori. 

Aluminum Company of America. Alumi- 
num in aircraft. 104p. The Company, Pitts- 
burgh, gratis. 

Product engineering, Sept. 1941, p.512. % col. 

“Intended primarily for the newcomer who 
wants to obtain a general picture of the use of 
aluminum in aircraft, this well illustrated book- 
let contains much technical information covering 
alloys, heat treatment, corrosion _ resistance, 
shapes and fabrication methods . . . Supplement- 
ing the general discussion, 48 pages of tabulated 
data cover general information, mechanical prop- 
erties, commercial tolerances, sheet sizes, wire, 








rod and bar sizes, and tubing sizes and shapes.” 
American Honey Institute. Old favorite 


honey recipes. The Institute, Madison, Wis. 
Glass packer, Aug. 1941, p.471. col. 
“Honey packers and honey buyers will be inter- 
ested ... An unusually complete and well-pre- 
pared cook book... A section of ‘Honey Hints’ 
covers infant feeding, types of honey, instruc- 
tions for storage, how to liquify [sic] granulated 
honey, etc. The recipes run the gamut from a 
cocoa-honey flavored and sweetened beverage to a 
‘sweet potato orange casserole’ in the section on 
vegetable cookery. Honey is presented as an 
ingredient in breads, cakes, candies, confitures, 
cookies, drinks, desserts, frostings, meats, salads, 
salad dressings, sandwiches and _ vegetable 
dishes.” 7 r i 
American Institute of Electrical Engi- 
neers. Bibliography of relay literature, 
1927-1939. 16p. The Institute, New York, 
50c. (Members, 25c.). 
Power plant engineering, Sept. 1941, p.130. 


col. 

“List of significant articles dealing with pro- 
tective relaying and also with closely related 
subjects, including all such material published 
in AIEE Transactions or BHlectrical Engineering 
from January 1927 through December 1939, and 
most of that in the principal technical publica- 
tions of the world from January 1932 to Decem- 
ber 1939. The 450 odd annotated reference items 
are divided into . . . subject sections, and in each 
section entries are consecutively numbered and 
listed alphabetically by years.” . é 

American Society for Testing Materials— 
Committee D-11. A.S.T.M. standards on 
rubber products. 256p. 1940. The Society, 
Philadelphia, $1.75. 

Canadian chemistry and process industries, 
Aug. 1941, p.67. % col. 

“Gives in their latest approved form 34 stand- 
ardized specifications and test methods. Follow- 
ing revised methods of chemical analysis, there 
are requirements on sample preparations for 
physical testing and tension testing and on ac- 
celerated ageing of vulcanized rubber. Other 
tests cover resistance to light checking; light 
ageing; abrasion resistance; adhesion of rubber 
to metal; changes in properties in liquids; ply 
separation; rubber hose and belting; rubber 
gloves and insulating tape; extensive procedures 
for the testing of rubber insulating wire, cements 
— ae rubber. [Includes a] 9-page bibliog- 
raphy.” 





22 TECHNICAL BOOK REVIEW INDEX 


American Society of Agronomy & Na- 
tional Fertilizer Association. Hunger signs 
in crops; a symposium prepared by fifteen 
experts in agronomy; edited by Gove Ham- 
bidge. 327p. 1941. National Fertilizer or = 


Investment Bldg., Washington, D. C., 

American Chem cal Society, news edition, yng 
10, 1941, p.862, 866. % col. 

“Deals with discolorations of leaves and other 
effects of malnutrition on certain plants suffer- 
ing from deficiencies . . . The purpose .. . is 
to aid in the diagnosis of such deficiencies where 
they occur under field conditions ... The pres- 
entation is excellent and the data significant 

. Should be especially useful to research work- 
ers, county agents, oe = agricultural sub- 
jects, and farmers.” G. 8. 

Chemical € metallurgical 
1941, p.147. 

“A Fane RR, “illustrated volume showing the 
ways in which fertilizer needs for various crops 
may be identified. The colored plates show in 
splendid detail exactly the way in which de- 
ficiencies in plant food are exhibited by the 
symptoms of the under-nourished crop. The 
book has its maximum value for agronomists, 
agricultural workers, and those engaged in va- 
rious phases of plant nutrition. However, the 
scientific men of the fertilizer industry will find 
it a very valuable reference volume, and the 
sales divisions of that industry an invaluable aid 
in dealing with both practical agricultural 
groups and with their scientific confreres.” 
R. 8. McBride 
: —_— iethostetee, Aug. 1941, p.176, 208. 

“Can best be described as a clinical handbook 
for the agriculturist, and for all of those inter- 
ested in and concerned with the practices of 
agriculture . .. The style . .. is simple and 
direct, the language is plain, and apparently 
every effort has been made to escape the criti- 
cisms, ‘too technical’ or ‘too involved’ . .. There 
is ...a good working bibliography of references 
to the original literature. It is to be hoped... 
that this book will serve to stimulate researches 
into the relationships that plant nutrition bears 
to nutritional disorders = disturbances of hu- 
man beings.”’ L. M. Aycock 

Soil conservation, ies 1941, p.59. 2% col. 

“Bound to be most useful to farmers and soil 
conservation technicians . . . Aside from the 
wealth of authentic information regarding hun- 
ger signs in plants, the volume taken as a whole 
has two outstanding features making it espec- 
ially valuable to the grower who has no technician 
at his elbow to act as an _ interpreter—the 
language is simple and the approach direct, and 
the more than 200 illustrations (109 color plates, 
reproducing both photographs and paintings, and 
94 black and white halftones) show starvation 
signs so clearly as to make them easily identi- 
fiable by anyone in the least familiar with garden, 
field or orchard ... Each of the articles of the 
symposium includes a selected reference list, not 
extensive, but ‘choice.’ Likewise, keys for quickly 
identifying a deficiency by its symptoms are 
given.” Phoebe O’Neall Faris. , , 

American Society of Mechanical Engi- 
neers. Sixty-year index; A.S.M.E. technical 
geners, 1880-1939. 189p. 1941. The Society, 


ew York, $3.75 (Members, fos discount). 

Combustion, July 1941, p.53. % col. 

“Ten thousand items are required to cover 
all of the technical papers published in Transac- 
tions from 1880 to 1939, and in Mechanical 
Engineering from 1908 to 1939. These items are 
chronologically arranged under 768 subject head- 
ings, with each article listed under as many 
subject headings as are required ... 700 cross- 
references have been used. An author index 
gives the subject headings and year under which 
each author’s paper is listed in the subject index.” 

Anderson, Ralph O. Applied photogram- 
metry. Ed.3, revised. 191p. 1941. The Au- 


thor, Chattanooga, Tenn., $3. 


raps. 
engineering, July 


Journal of the Bagge ogg poe 

tical review Aug. 1941, p.31. % col. 
“The method fo in this work handles tilt 
and relief separately, poauieing no mathematical 
knowledge beyond plane geometry and trig- 
onometry. The system permits the work to be 
done graphically on the back of the photograph 
with regular drawing instruments... Certain 
errors in the second edition were corrected, 
diagrams altered and footnotes added. Super- 
fluous material has been omitted and _ other 
minor changes made to simplify reading.” ; 

Anderson, Ralph O. Rigorous analysis 
of the scale-point and tilt formulas. 105p. 
1941. The Author, Chattanooga, Tenn., 
$1.50. 

Journal of the aeronautical sciences, aero- 
nautical review section, Aug. 1941, p.380. 4 col. 

“An analysis of photogrammetric formulas 
based upon the tilt displacement geometric prog- 
ression derived by means of the Brook Taylor 
perspective .. . A supplement to Applied Photo- 
grammetry by the same author.” 


Askins, Charles, jr. The art of handgun 
ed 219p. A. S. Barnes, New York, 


Army ordnance, Sept.-Oct. 1941, p.248. 1 col. 

“The devices adopted by the pistol shooter of 
1941, and employed by him in his efforts to 
wring the last few points in accuracy from his 
weapon, and himself, and the degree to which 
he may actually succeed in accomplishing this, 
constitute the major subjects of the Captain’s 
volume. ee qualified for his task, 
he has produced a work pleasing in style, chock- 
full of information valuable both to neophyte 
and expert—not a little of which, believe it or not, 
is new... Scattered through the book’s .. . 
a are 99 photographic illustrations . 
(N. B.—Get a copy of Askins’ book. He says 
that pistol shooting is one game you can learn 
largely from the printed word, and, after reading 
his work, I’m inclined to believe him.).” Calvin 
Goddard. 

Babor, Joseph A., & Lehrman, Alexander. 
Introductory college chemistry. 662p. Crow- 
ell, New York, 

Drug and cosmetic industry, July 1941, p.78. 





% col. 

“Designed to provide its users with the basic 
fundamentals of general chemistry. The sequence 
of chapters has been arranged to avoid the pres- 
entation of all the theoretical material in one 
large dose.” 


Baerg, W. J. Elementary ornithology. 


Revised edition. 9186. 1941. The Author, Fay- 
etteville, Ark., 


© eepenen FA ay July-Aug. 1941, p.380. % 


“There is a remarkable amount of informa- 
tion packed into ... this manual . As a ref- 
erence work for high school or college biology 
teachers, it will be of much value, but may seem 
somewhat formidable at first glance for the 
teacher who might wish to use it in nature study 
in the elementary school. A concise, staccato 
style of writing summarizes much information 
on North American bird life, and lists of refer- 
ences will undoubtedly stimulate the user... 
to more complete studies . .. Printed on one 
side of the paper, two columns to the page.” 
John W. Thomson, jr. ue. ; 

Baily, H. Heaton. Specialized accounting 
systems. 488p. 1941. Wiley, New York, $4. 

Journal of accountancy, Sept. 1941, p.283. 


col. 

“The title... rather implies that it has to do 
with highly refined accounting methods designed 
for the purpose of meeting special situations or 
problems. Review of the book indicates the con- 
trary—that it constitutes a Lemay gone in mere 
outline and ofttimes elementary, various wees 
of businesses, the requirements of which invo 
accounts and accounting methods radically ait. 
ferent from those involved with merchandising 
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or manufacturing. oe it is a book 
which fills a definite need ill be of value 
to the accounting student in that it will provide 
him with a general idea of the functions and 
of the accounting peculiarities and requirements 
of a considerable number of enterprises of a 
character not usually met in textbooks. It will 
be a valuable reference book for the majority of 
practicing accountants, and particularly for the 
accountant who is called upon to examine the 
accounts of an enterprise with whose business 
and accounting peculiarities he is not familiar.” 
Anson Herrick. 


Bamann, Eugen, & Myrbiack, Karl, ed. 
Die methoden der fermentforschung. 
Thieme, Leipsic. 

no.5. 580p. 1940. 42 rm. 

no.6. 334p. 1941. 25.20 rm. 


Journal of the American Chemical Society, July 
1941, p.2032. (Review of no. 5 pee % col. 

“Contains many interesting articles covering 
such topics as: electrophoretic methods, chrom- 
atography, direct and indirect evidence of active 
groups in enzymes, choline oxidase and animal 
phosphatases. Bamann tells of Willstitter’s 
methods for isolating lyo- and desmoenzymes .. . 
An interesting article Ls Kraut gives directions 
for the reversible splitting of enzymes into the 
apoenzyme and the coenzyme. Agner’s method 
for splitting a reversibly into protein and 
hematin is given, but no mention is made of the 
fact that Agner’s work has been contested.” 
James B. Sumner. 

Journal of the American Chemical Society, 
Aug. 1941, p.2286. (Review of no. 6 only.) % col. 

“In an article on arginase, Leuthardt mentions 
the finding by Hellerman and Perkins that crys- 
talline urease possesses arginase activity, but 
evidently he has not read later papers which 
show that recrystallization of urease removes 
this impurity. Myrbiick has a very interesting 
paper dealing with pepsin, trypsin and similar 
enzymes ... Northrop presents an excellent re- 
view of crystalline proteolytic enzymes . . 
Grassmann and Miiller state that the purification 
of papain by crystallization has not been success- 
ful . . . Holter has written a very satisfactory 
discussion of chymase. The paper by Abderhalden 
on protective enzymes recalls the controversy as 
to the existence of such substances ... There are 
many important articles in Lieferung 6, such 
as one by Wohlisch on blood coagulation and one 
Z Nilsson on alcoholic fermentation.” James B. 

umner. 


Barnwell, George W. New encyclopedia 
of machine shop practice. 568p. 1941. Wise, 
New Y 

oS pong ‘Aug. 7, 1941, p.121. 1% col. 

“Designed for use in schools, vocational courses, 
factory reference libraries and for home study, 
particularly in connection with defense training 
programs ... There are 1000 illustrations and 
an appendix containing many tables, with 2800 
items listed and indexe . Included are detailed 
explanations of the operation of the lathe, mill- 
ing machine and centerless grinder. Gear cut- 
ting, heat treatments, forge and foundry work 
are also covered.” 


Beadnell, C. M. Dictionary of scientific 
terms. 235p. 1941. Chemical Pub., New 
York, $3. 

Sky, Aug. 1941, p.16. % col. 

“Prepared . to meet the needs of students 
of the sciences and of laymen interested in fol- 
lowing the popular accounts of scientific peseress 
in the newspapers and periodicals ... But 
sampling of the items in this book indicates that 
it does not meet sufficiently high standards of 
completeness and precision . If the material 

were subjected to revision ‘and extension... 
the work would be vastly improved and serve a 
most useful purpose.” Robert I. Wolff. 

Beard, William. Regulation of pipe lines 
as common carriers. ine Columbia Univ. 
Press, New York, 


Petroleum engineer, Aug. 1941, piss. % % col. 

“The first systematic and comprehensive study 
of the federal and state regulation of pipe lines 
as common carriers. Completely explained .. . 
are the designation of pipe lines as common 
carriers, pipe-line legislation proceedings, rate 
regulation and function of regulatory agencies, 
service regulations, pipe-line affiliations, and the 
coérdination of pipe lines with other forms of 
transportation . .. A conclusion ... presents 
arguments on various subjects of importance rela- 
tive to pipe lines.” 


Beaty, John Yocum. Nature is stranger 
than fiction. 286p. 1941. Lippincott, Phila- 
delphia, $2.50. 

American forests, Aug. 1941, p.392. 4% col. 

“A collection of astounding facts about nature. 
The author has delved into every phase of nature 
in search of oddities . . . Contains close to 400 
accounts... The marvels, described . cer- 
tainly serve to increase one’s respect for nature, 
and make more urgent the wish to learn more 
about it.” 

Becker, Alf R. One hundred alphabets. 
120p. Signs of the Times Pub. Co., Cin- 
cinnati. 

Signs of the times, Sept. 1941, p.81. % col. 

“Designed for use on the bench ... The hun- 
dred alphabets have been selected from those 
that Becker has presented in his famous alphabet 
series that has been running in SIGNS of the 
Times since January, 1932. Thirty-four of the 
alphabets are ‘Romans and adaptations,’ thirty- 
one are ‘Gothics and variations,’ thirty are 
‘scripts and elaborations,’ and five are ‘texts with 
simplifications’... Each . is captioned with 
a brief comment describing it’ or giving informa- 
tion as to its construction and uses.’ 

Belanger, Emil J. Drug and specialty 
formulas. 307p. 1941. Chemical Pub., 
York, $6. 

Spice mill, Sept. 1941, p.36. % col. 

“A collection of formulas each of which the 
author states has been thoroughly tested and 
found entirely practical . . . These formulas cover 
many fields as household, food, cosmetic, medi- 
cinal, ete . . . The appendix contains a directory 
of source of supply from which the various in- 
gredients called for in the formulas may be 
obtained . . . Should prove of value to the manu- 


facturer and chemist.” 
Berkman, Sophia, & Egloff, Gustav. 


Emulsions and — 591p. 1941. Reinhold, 


New York, 
~—— and cosmetic industry, Aug. 1941, p.192. 


Wy 
“fomulsified oils have many uses in medicine 


(pharmaceutical emulsions), biology, food and 
vitamin chemistry, photography, agricultural 
spraying as well as in the petroleum, synthetic 
rubber, textile and leather industries. Asphalt, 
bitumen and lubricating-oil emulsions are dis- 
cussed at length with specific examples of the 
broad application of hydrocarbon emulsions. 
Foams are desirable in such industries as brew- 
ing, wine, soap, ore flotation, and fire-extinguish- 
ing chemicals. It is believed that this book will 
provide a theoretical and practical background 
desirable in overcoming difficulties in oil foaming 
and emulsification. The methods of laboratory 
analyses outlined may also be useful.” 

Rayon teztile monthly, Aug. 1941, p.84. % col. 

“The importance of emulsions and the prob- 
lem of foaming in textile work, such as, sizing, 
fiber lubrication for processing, as well as, wet 
finishing of rayon goods should not be underesti- 
mated. While the book does not deal with 
textiles specifically in any one chapter, much 
information ... can be gained by the practical 
per dyer, finisher and chemist in a textile 
m Lae 
Rubber age, Aug. 1941, p.353. % col. 

“An exhaustive treatise on the theory of emul- 
sions and foams and the practical knowledge of 
emulsions ... Methods of laboratory analyses 
are carefully outlined .. . Brief references to 





24 TECHNICAL BOOK REVIEW INDEX 


latex, rubber and synthetic rubber emulsions, 
and to the admixing of the solutions of these 
materials with asphalt, tar, bitumen and other 
emulsions, rier throughout the text. The 
work of Henri, Reiner, Barus and others is men- 
tioned A’ complete bibliography appears at 
the end of each ¢ apter. Author and subject 
indexes are included.” 


Berolzheimer, Ruth, ed. Dairy cook 
book. 256p. Consolidated, Chicago, $2. 


Practical home economics, July-Aug. 1941, 
p.262. % col. 

“Seven hundred and fifty recipes depending 
for much of their goodness on dairy products 
* In this compact, comprehensive volume there 
are innumerable suggestions for the use of milk, 
butter and cheese in carefully selected recipes 
and there are many original ideas for new and 
interesting dairy dishes.” 


Bissell, Thomas A. See Fraser, Edward 
Smith, & Jones, R. B. 

Brady, Leo, & Kurtz, E. L. Essentials 
of gynecology. 257p. 1941. Macmillan, New 
York, -$ 

American journal 1941, 
p.1124. col. 

“A Sedecaes addition to this branch of nursing 

summary of lectures given to student 
nurses at the University of Maryland Hospital 
School of Nursing. It is written in a clear, con- 
cise, pleasing style and, for such a brief text, 
it is packed with information which is pertinent 
for student and instructor . . . However, the 
authors do not claim that their book is an 
‘encyclopedia of gynecological nursing’ . 
This reviewer believes this text suitable for class- 
room use, but time will prove its worth.” Agnes 
¥. Moffat. 

Branson, E. B., & Tarr, W. A. Introduc- 
tion to geology. Ed.2, revised. 482p. Mc- 
Graw, New York, 

Engineering and mining journal, Aug. 1941, 
p.168. 10 1. 

“Intended for the elementary student, and the 
work of revision has been directed principally 
toward further simplification to facilitate under- 
standing. Principles are emphasied and techni- 
calities suppressed. Presentation of illustrations 
has been bettered by improving the paper.” 

Brekhus, Peter J. Your teeth; their past, 
eng and probable future. 255p. 1941. 


niv. of Minnesota Press, Minneapolis, 
$2.50. 
—_- state medical journal, Sept. 1941, p.906. 


of nursing, Sept. 


col. 

“A critical treatment by an author with long 
experience with dental practitioners, teachers and 
investigators ... Gives us both the practical and 
theoretical viewpoint together with a frank ap- 
praisal of existing information.” 

© mes health nursing, Sept. 1941, p.552. % 


“Brings together a wealth of peeing infor- 
mation about teeth that one would have to search 
through many volumes to find elsewhere. Dr. 
Brekhus, in a concise and readable fashion, traces 
the evolution of teeth from their earliest ap- 
pearance in fishes through the various stages to 
modern man ... A scholarly presentation with 
excellent references. Technical terms have been 
avoided as much as possible but when used are 
defined. The author has been careful to present 
only well established facts and closes with prac- 
tical suggestions for better teeth and mouth 
health.” William R. Davis. 

Brodie, Bernard. Sea power in the ma- 
chine age. 466p. 1941. Princeton Univ. Press, 
Princeton, N. J., $3. 

Journal of the American Society of Naval 
Engineers, Aug. 1941, p.701. % 

“Covers the period of development of Naval 
vessels which is best described by the titles of 
the five parts: Part I The Steam Warship. Part 
II The Iron Hulled Warship. Part III Armor 


Versus Great Ordnance. Part IV The Torpedo, 
The Mine and The Submarine. Part V Aircraft 
in Naval War. The author adheres rigidly to his 
conception of Naval inventions of real importance 
as those described by the above five titles . 
The discussion includes effects in the current war 
as late as early 1941. Conclusions reached may 
necessarily be changed before this war is con- 
cluded, but surely the author has overlooked 
ps ME little evidence up to the very latest mo- 
men 

Marine engineering and shipping review, Sept. 
1941, p.112. % col. 
“Outlines the evolution of sea power from the 
days of the ship-of-the-line through the develop- 
ment of the iron hull and steel ships with steam 
—r of great power . .. A comprehensive 
review 


Brown, Lawrason. The story of clinical 
pulmonary tuberculosis; edited by Martha 
H. Brown. 411p. 1941. Williams & Wilkins 
Co., Baltimore, $2.75. 

Ohio state medical journal, Sept. 1941, p.902. 

oN posthumous publication of the story of 
tuberculosis as told to his students. Doctor 
Brown’s own notes have been carefully edited 
and supplemented by his collaborators. Anyone 
interested in tuberculosis or in the story of 
medicine must add this volume to his library.” 

Brown, Martha H. See Brown, Law- 
rason. 

Burns & McDonnell Engineering Com- 
pany. Results of municipal electric sys- 
tems. Ed.7. 428p. 1941. The Company, 
Kansas City, Mo., 


$5. 
Power plant engineering, Sept. 1941, p.130. % 


ol. 

“An electric rate book showing the operating 
records of earnings, output, rates, revenues, valu- 
ation and other information regarding the use 
and cost of electricity in 758 municipally owned 
systems . .. Accompanied by interesting graphs 
and tables . . . Every complete and authentic 
record received from municipal systems has been 
recorded. Therefore, it is a fair, unbiased cross- 
section of what municipally owned systems are 
doing. It is the only book of the kind published, 
and as a reference is indispensable to every city 
official or electricity user who wants to keep 
abreast of the rapidly changing power rates 
and conditions.” 


Butt, Hugh R., & Snell, A. M. Vitamin 
— 1941. Saunders, Philadelphia, 
3 


at _— state medical journal, Sept. 1941, p.906. 


“Represents the work done at the Mayo Clinic 
in the solution of the problem of controlling the 
hemorrhagic tendency of jaundiced patients. To 
this has been added the analysis of 350 refer- 
ences from the literature and the general appli- 
cation of the knowledge we have of this im- 
portant vitamin.” . 

Camm, F. J. Watches; adjustment and 


org 166p. Chemical Pub., New York, 


Jewelers’ circular-keystone, Aug. 1941, p.112. 


“While the book is too sketchy to be regarded 
as a practical treatise on repairing and adjusting 
watches, a careful examination of its contents 
reveals that the statements in it are in general 
accurate; and it has a great deal of merit if 
taken as a rs eye view or outline sketch of 
its subject ... Indeed, een is in the book an 
astonishingl ‘wide ran of information; the 
selection of the mater al is evidence of the 
writer’s competent knowledge ; and his style is 
concise and readable 


Campbell, F. H, ed. Chemical diction- 


ary. 83p. Tait Pub. Co., Melbourne, 5s. 6d. 
Chemical age, July 5, 1941, p.6. 11 1. 
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“The ay 4 of this little book is awkwardly 
disguised by its title . . . Dr. Campbell has not 
compiled a pe B dictionary, but a list of 
definitions for chemists of chemical and other 
scientific terms. The idea is extremely good, the 
book is of handy size, and the definitions in the 
main are extremely helpful towards the under- 
standing of unfamiliar branches of chemical sci- 
ence. ut... there are numerous minor flaws 
to be eliminated in a next edition.” 

Carmichael, A. W. Practical ship pro- 
duction. Ed.2. 283p. 1941. McGraw, New 

York, $3. 

Engineering news-record, July 31, 1941, p.72. 
% col. 

“It is concerned almost wholly with steel 
ships, giving wooden and concrete ships only 
passing comment.” 

Marine er ag and shipping review, Sept. 
1941, p.112. % col. 

“The purpose ... is to present in convenient 
form the most important general principles of 
ship design with which every naval architect 
should be familiar and to describe the various 
processes in connection with the building of 
ships. It is intended to be practical rather than 
theoretical in nature, the assumption being that 
the principal problem with which the reader is 
concerned is the rapid production of sea-going 
vessels from plans already in existence rather 
than the preparation of new plans ...A fairly 
complete general description of the various 
processes in the production of a modern steel 
vessel are included.” 

Carr, T. H. Electric power stations. v.2. 
440p. 1941. Chapman & H., London, 32s. 
net. 

Mechanical world, Aug. 1, 1941, p.73. % col. 

“Concerned mainly with the qlackrion} plant, 
although condensers, feed heating and water 
treatment plant and lubricating matters are also 
included in it.” 

Steam engineer, Aug. 1941, p.289. % col. 

“The second volume .. . [discusses] alterna- 
tors, condensing plant, feed heating and water 
treatment plants, transformers and _ reactors, 
switchgear, cabling and cables, oils, auxiliaries, 
protective equipment, lighting, commissioning 
and testing, organisation, station costs, fire 
fighting and air-raid precautions . . . Readers 
will find that in the present work the author, 
both by text and illustration, has carefully sur- 
veyed modern power-station practice, giving, in 
addition, a very useful bibliography of books and 
articles on the various subjects dealt with.” 


Carter, Deane G., & Foster, W. A. Farm 
buildings. Ed.3, revised and rewritten. 404p. 
1941. Wiley, New York, $3.75. 

Agricultural engineering, Aug. 1941, p.304. \4 


ol. 

“Phis is primarily a book to present the sub- 
ject matter of a course in farm buildings for stu- 
dents in colleges of agriculture, although much 
of the contents is of value also to agricultural 
workers, teachers, and others interested in farm 
structures ...A series of problems for further 
study has been added, and the bibliography in- 
cludes some of the source material and lists 
additional references.” 

Cattell, Jaques, ed. Biological symposia. 
¥ .2. 1941. Jaques Cattell Press, Lancaster, 

a. 0. 


$2.5 
nia journal of science, July 1941, p.345. % 
co 


“This second volume puts into print addresses 
on Speciation, Defense Mechanisms in Plants 
and Animals, The Biological Basis of Social Prob- 
lems and Regeneration. ” B. Davidheiser. 

Chenoweth, L. B., & Morrison, W. R. 
Community ‘hygiene. 317p. 1941, Crofts, 
New York, $2.60. 

American ae of public health, Aug. 1941, 
p.841. % col. 

“The insertion of the historical background of 
some of the diseases and procedures will un- 


doubtedly hold the student’s interest . How- 
ever, as an accurate and current reference to the 
problems of community hygiene, the book leaves 
something to be desired . . . [and] will probably 
not seriously interest the critical students of 
public health in community hygiene.” Donald G. 
Evans. 

Cheyney, E, G., & Schantz-Hansen, T. 
This is our land. 337p. Webb, St. Paul, 
Minn., $3. 

Scientifio monthly, Aug. 1941, p.180. 1% col. 
“A school text-book on conservation, superbly 
planned and organized, well made and illustrated 

. Written... to sustain interest throughout 

The animating idea of the book is two-fold. 
First, conservation is an immediate and critical 
problem. Second, every one can do something 
about it... [Contains] a number of scattered 
but significant blemishes . . . Authors, publisher 
and public alike will benefit by an adequately 
= edition of this excellent book.” Paul B. 

ears. 


Churchill, Ruel V. Fourier series and 
boundary value problems. 206p. 1941. Mc- 
Graw, New York, $2.50. 

Bulletin of the American Mathematical Society, 
July 1941, p.538. % p 

“A useful eaaiticn” to the meager number of 
existing books of this general nature in English. 
Its major use will be as a textbook for students 
in engineering and the sciences interested in 
these topics... Contains some material of mathe- 
matical interest, but not very suitable to certain 
types of engineering students. However, it is so 
arranged that such material can be omitted. 
From the point of view of mathematical precise- 
ness the treatment is excellent ... Well planned 
for teaching purposes.” N. Levinson. 

General electric review, July 1941, p.414. 4% 


‘ol. 

“Designed for students who have had an intro- 
ductory course in ordinary differential equations 
and one semester of advanced calculus ‘ 
Covers an introductory treatment of Fourier 
series and their application in physics and engi- 
neering ... One of the objectives . . . is to intro- 
duce the reader to the basic ideas of orthogonal 
sets of functions and their use in representing 
arbitrary functions . . . Another objective ... 
is the solution of boundary problems of physics 
with the aid of expansion in series of orthogonal 
functions .. . Intended to be elementary though 
mathematically sound ... [Contains a] generous 
supply and a wide variety of problems 
Answers are given to all but a few.” 

wae s of the Franklin Institute, Sept. 1941, 
p.29 

“Should i“ suitable for students of physics, 
engineering and both pure and applied math- 
ematics.” R. H. Oppermann. 

Clark, David. Plane and geodetic survey- 
ing for engineers. v.1: Plane surveying. Ed. 
3, revised and enlarged by James Clendin- 
ning. 620p. 1940. Constable, London, 27s. 
6d. net. 

Nature, Aug. 9, 1941, p.152. 1% col. including 
other reviews. 

“Deals with practically all the knowledge re- 
quired of the average civil engineer and is dis- 
tinguished by the clear terms in which instru- 
ments and methods have been described and ex- 
plained. To bring it into line with recent de- 
velopments the editor has added a chapter on 
linear measurements and has extended the orig- 
inal section on traversing so that it is now repre- 
sented by one dealing with field work and an- 
other with office computations. Other important 
additions include instruction on the theory of 
errors, on road transition curves and on the 
important aid to hydrographic surveying provided 
by the echo-sounding apparatus.” 


Clendinning, James. See Clark, David. 


Coker, A. J. A.C. motors and control 


gear. 216p. Chemical Pub., New York, $2.50. 
Product engineering, Aug. "1941, p.452. % col. 
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“Each of the dozen or more different types of 
a.c. motors are described in detail . . . The 
various systems of starting and control, tinving 
from simple line-starters to more intricate types 
and pole-changing control gear are also described. 
Circuit diagrams showing the internal arrange- 
ments of starters and control gear, and showing 
wiring connections are included. Although . 
written primarily for the factory electrical engi- 
neer, it has considerable background value to 
the design engineer.” 


Coleman, A. P. The last million years; 
a history of the Pleistocene in North 
America; edited by George F. Kay. 216p. 
1941. Univ. of Toronto Press, Toronto, 


$3.50. 
American journal of science, Aug. 1941, p.613. 


Dp. 

“Entertaining as well as interesting... Should 
prove able to hold the attention of a reader quite 
unfamiliar with the field of glacial geology. Style 
and terminology have been thoughtfully adapted 
to that end, yet the organization and the refer- 
ence material are adapted to use by the advanced 
student . . . This book ... will remain as a 
lasting monument to one of America’s pioneer 
— oe Richard Foster Flint. 

Canadian mining journal, July 1941, p.469. 35 


col. 

“While it is a scientific work, it is written 
in a manner that renders it interesting to the 
layman as well as the professional geologist 
... A fascinating book. With a beauty of style 
and a clarity of expression that are all too rare 
in these modern days, this great scientist carries 
us back to the last great ice age... May well be 
read by all men who seek knowledge and enter- 
tainment on three counts:—One, for pure en- 
joyment; two, for an exercise in fine English; 
and, three, as an authoritative scientific work. 
We have not enjoyed a book so much for a long 
time, and we recommend it without reservation 
to all and sundry.” 

Economic geology, Aug. 1941, p.565. 8 1. 

“Deals with Pleistocene glaciation and repre- 
ents the results of 50 years of observations by 
the author .. . Although most of the material is 
not new, the discussions of the Interglacial events 
around Toronto contain new contributions, and 
the whole subject of Pleistocene glaciation is 
concisely brought together in very readable form 

. Discussed in a simple way for the layman 
and glaciologist alike.” 

Collings, Gilbeart Hooper. Commercial 
fertilizers; their sources and use. Ed.3, en- 


erage 480p. 1941. Blakiston, Philadelphia, 


Commercial fertilizer, Sept. 1941, p.25. % col. 

“An authoritative source of information on all 
problems concerning commercial fertilizers and 
their use in gaining larger yields of field and 
horticultural crops ... In this new edition a 
considerable amount of new material on plant 
nutrition and on the manufacture and use of 
commercial fertilizers is included. Essential 
nutrient elements taken from the soil, other than 
nitrogen, phosphorus, and potassium, are class- 
ified in two groups to aid the student. One new 
chapter on the manufacture and use of the am- 
monia solutions has been added. Data from 
recent research concerning the proper use of indi- 
vidual fertilizer materials, and the detection of 
nutritional deficiencies in plants and soils, are 
included.” 


Crampton, C. Ward. ie today. A. S. 
Barnes, New York, $1.7 
— state medical A seb Sept. 1941, p.904. 


“A guide to physical fitness... In these days 
when we are placing so much emphasis on nu- 
trition, we should not forget that a state of good 
nutrition is brought about by the coordination of 
three factors, good food, the ability to digest and 
assimilate that food, and good physical tone, 
brought about by exercise.” 


, J. O., comp. Chefs’ and stewards’ 


handbook for quantity cookery profits. 


252p. 1941. Dahls, Stamford, Conn., $1. 
ospital a Aug. 1941, ets. % col. 
“The only book of its kind ... Contains... 
pages of cost tables, charts, buying guides, cost 
cutting hints, menu suggestions, menus, food 
tests and standards for portions, purchases, 
waste control and purchasing packs.” 


Dana, James Dwight. Manual of mineral- 
ogy. Ed. 15, revised by Cornelius S. Hurl- 
but, jr. 480p. 1941. Wiley, New York, $4. 

Canadian og ge and process industries, 
Aug. 1941, p.458. 3% ¢ 

Aug. 1941, 


Engineering and a journal, 
p.168. % ¢ 

“Divided “tate five major divisions—namely, 
Crystallography, Physical Mineralogy, Chemical 
Mineralogy, Descriptive Mineralogy, and Determi- 
native Mineralogy ... Some changes have been 
made in the classification of the minerals and 
likewise the determinative tables are differently 
arranged. An interesting addition is a separate 
mineral index at the end, in which not only the 
page number of the reference to each mineral is 
given but also the composition formula, crystalli- 
zation, specific gravity, and hardness, together 
with ‘remarks,’ such data being found elsewhere 
in the book in their normal place, or places, as 
well. Finally the format, size, and binding have 
been changed completely. The new volume is a 
superior book.” 

Mining and metallurgy, Sept. 1941, p.461. % 


“°pxcellent.” M. N. Short. 

De Geer, Gerard Jakob. Geochronologia 
Suecia principles. 360p. 1940. Almgvist, 
Uppsala, Sweden. 


Journal of geology, July-Aug. 1941, p.557. 


% p. 
“Represents the summary of DeGeer’s long and 


important life’s work. He defines geochronology 
as an exact chronology based on direct count, 
without any subjective assumptions, of annually 
deposited layers called ‘varves.’ By this tech- 
nique it has been possible to date events back 
for at least 15,000 years ... The last hundred 
pages are devoted to description of tables, of 
symbols, the ‘Main Time Scale,’ of maps and 
plates in the accompanying Atlas, and to an 
extensive Bibliography. The book is written in 
excellent English with just enough idiomatic 
mistakes to make it delightful reading. It is 
slightly repetitious in places, but this may 
serve a good purpose for clarity and emphasis 
. Illustrated with excellent photographs.” 
Paul MacOlintock. 

Del Valle, Katharine. Recipes of a roll- 
ing stone. 216p. Coward-McCann, New 
York, $2. 

Practical home economics, July-Aug. 1941, 

p.262. % col. 

“Molly from Switzerland, Dora from Jamaica 
and Ilva from St. Thomas are just a few of the 
good cooks whose: mouth-watering recipes are 
included in this international cook book . . 
Printed on water-resistant paper and bound in 
washable, waterproof cloth.” 


Duncan, Richard. Air navigation and 
meteorology. Ed.4. 290p. 1941. Goodheart- 
Willcox, Chicago, $3. 

Journal of the aer tical sciences, aero- 
nautical review section, Aug. 1941, p.31. % col. 

“Due to the condensed simplicity of its sub- 
ject-matter and treatment... [it] will be par- 
ticularly useful to air navigation instructors in 
preparing instruction sheets, which consist of 
syllabized subject matter handed out on dupli- 
eated sheets containing sample problems cov- 
ered by the assignment. Twenty-one chapters 
contain the latest standard data on air pilotage, 
dead reckoning and radio navigation, as well as 
atmosphere, wind, clouds, air masses and fronts, 
icing conditions, weather maps and charts, and 
weather forecasting .. . Well illustrated.” 
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Welding engineer, Sept. 1941, ps. % col. 

“Much of the original material has been re- 
written and the newer developments have been 
added . . . Should prove to be an excellent text 
and reference book not only for the student pilot 
but also for those wishing to learn more about 
the problems of air navigation and the weather 
... Extremely practical as a home study text.” 

Elder, Albert L. Textbook of chemistry. 


751p. 1941. Harper, New York, $3.75. 

Drug and cosmetic industry, July 1941, p.78. 
¥% col. 

“A thoroughly and scientifically sound text- 
book for the beginning college course in chemis- 
try ... Organization . .. is logical, and when 
topics are introduced they are considered fully at 
once, instead of being scattered through several 
chapters. The inclusion of a large number of 
commercial photographs among the many illus- 
trations is a feature.” 

Journal of chemical education, Sept. 1941, 
p.449. % col. 

“Written for students who expect to make 
some branch of science their life work. Interest 
in science and a fundamentally sound but not 
extensive background in mathematics are pre- 
supposed, but previous courses in chemistry are 
not necessary ... The discussions include con- 
siderable history, and a list of references is found 
at the close of each chapter, followed by a set 
of questions . .. On the whole, the author has 
accomplished his purpose. Qualified students 
will receive a systematic, integrated view of the 
structure of matter, its characteristic properties 
and reactions, and how these structures and re- 
actions produce interesting phenomena and com- 
mercial products. Those desiring an easy, super- 
ficial course should not attempt to use this text.” 
F. EB. Brown, ; 

Faubel, Arthur L. Cork and the Ameri- 
can cork industry. Revised edition. 15lp. 
Cork Institute of America, New York, 
1.50, 


yorua and cosmetic industry, Aug. 1941, p.193. 
co 


“Not an exhausive technical treatise nor has 
it been written for the scientist, the engineer or 
the technician. Instead, it is an account of cork 
and the cork industry for students and the gen- 
eral reader ... Profusely illustrated with very 
interesting production photographs.” 


Felt, Ephraim Porter. Pruning trees and 
shrubs. Judd, New York, $2. 

Forest leaves, July-Aug. 1941, p.6. 12 1. 

“A valuable addition to the _ horticultural 
library. Dr. Felt has covered the subject thor- 
oughly, stating reasons for doing certain types 
of pruning which the lay-reader may not have 
appreciated. The twelve chapters cover the field 
thoroughly and delve somewhat into other types 
of tree work, such as repair and cavity treat- 
ment. The illustrations are numerous and ex- 
cellent . . . Anyone contemplating care of his 
own trees would do well to add this to his list 
of ‘must’ books.” H. G. M. 


Fieser, Louis F. Experiments in organic 
chemistry. Ed.2, enlarged. 488p. 1941. 
ane Boston, pts.1 and 2 bound together, 


pt.l. $2. 
pt.2. $1.50. 
Drug and cosmetic industry, July 1941, p.79. 


¥% col. 

“Although certain specific experiments are 
indicated, the general plan has been to provide 
a broad foundation of information and references 
on the basis of which illustrative .experiments 
can be selected according to individual or local 
interests and with reference to the equipment and 
starting materials available.” 

Journal of the American Chemical Society, 
Sept. 1941, p.2538. %4 col. 

“Part I contains 52 experiments, sufficiently 
diversified to meet all reasonable requirements 
for a general laboratory manual ... Part II is 


an extraordinarily successful presentation of pro- 
cedure and technique for advanced students... 
Each .. . [section] has pertinent references to 
the very recent literature, and the author has 
wisely drawn on experiences in his laboratory. 
The wealth of matcrial in ... Part II would be 
more accessible if the Table of Contents con- 
tained page references to the several sections of 
the chapters. The separate availability of Parts 
I and II is a happy idea, and the author and 
publishers are to be congratulated on producing 
one of the best laboratory manuals in organic 
chemistry.” Henry Gilman. 


Foster, Constance J. The attractive child. 
338p. 1941. Messner, New York, $2.75. 
iene health nursing, Sept. 1941, p.551. % 
col. 

“Mrs. Foster’s thesis is, first, that in a modern 
world charm and attractiveness are ‘must’ quali- 
ties; second, that a wise mother will realize that 
this attractiveness is the result of keeping ever- 
lastingly at it, and will ~—_ at birth a scientific 
course of habit-training for good looks. This 
training and care for beauty are discussed in 
interesting and well organized chapters, which 
range from glandular therapy and speech defects 
to the art of grooming and teen-age clothes prob- 
lems.” Mary M. Aldrich, : 

Fraser, Edward Smith, & Jones, R. B. 
Fraser & Jones’ motor vehicles and their 
engines. Ed.5, edited by Norman G. Shidle 
and Thomas A. Bissell. 339p. 1941. Van 
Nostrand, New York. 

Automotive industries, Sept. 1, 1941, p.60. % 


col. 

“The last previous edition appeared in 1930, 
since which time many new features have been 
introduced in automobile design, and these are at 
least briefly referred to without notable omission, 
though the treatment is necessarily brief, as all 
parts of the motor vehicle engine and chassis, 
their maintenance and repair, together with the 
subject of motor fuels, are covered in 330 pages 
. . . Intended to give a clear knowledge of the 
theory of operation and maintenance of modern 
automobiles to students approaching the subject 
for the first time. All descriptions apply to, 
passenger-car parts.” 

Frederick, J. George. 1000 sales points. 
Business Bourse, New York, $1.75. 

eae marketing, Aug. 1941, p.101, 104. 
‘comprehensive concentration of the lore of 
selling into numbered pellets, the “vitamins of 
salesmanship’’,’ written to fill the need for a 
highly compressed volume of helpful and stimu- 
lating ideas for both salesman and sales man- 
ager.” 

Garoche, Pierre. Stowage, handling and 
transport of ship cargoes. 437p. 1941. Cor- 
nell Maritime Press, New York, $3.50. 

Marine engineering and shipping review, Aug. 
1941, p.116. 4% col. 

“A textbook for use on the schoolship ... 
Divided into chapters dealing with problems of 
ship operation, preparation of the ship for load- 
ing, loading of cargoes, stowage, transporta- 
tion, damage, carriage of special cargoes, loading 
plan, stowage factors and data on various com- 
modities .. . Will be found useful not only by 
ships’ officers but also by shore officials who re- 
—_— guidance in this important phase of ship- 
p ng.” 

Gibbs, F. A., & Gibbs, E. L. Atlas of 
electroencephalography. 22lp. 1941. Pri- 
vately printed, Boston, $7. 

Science, Aug. 1, 1941, p.115. 2 col. 

“Information of practical value in the under- 
standing of normal and abnormal function of the 
human brain from the electrical changes that can 
be recorded from the surface of the scalp ... 
In the atlas are hundreds of samples of records, 
thoughtfully and systematically selected, the 
digest of six years of experience with thousands 
of cases. Each record is accompanied by a brief 


co. 
“A 
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but informative note on the case-history of the 
subject ... In a clear and simple text that 
occupies part of each left-hand page, the tech- 
nique and the ——— of electroencephalography 
are presented he atlas, in spite of its large 
size, twelve by fifteen inches, too large for any 
ordinary bookcase, is a ‘must’ for every labora- 
tory or clinic of electrophysiology and for every 
one who would be really informed on the sub- 
ject ... The bibliography of over six hundred 
titles is an achievement in its own right . 

The text is admirable for its p Be col and 
clarity.” Hallowell Davis. 

Graham, F. D. Audels machinists and 
tool makers handy book. 1576p. 1941. Audel, 
New Yor 

Civil pow En Sept. 1941, p.16. 9 1. 

“The purpose ... is to provide a complete 
course of study for those desiring to become ma- 
chinists, and to help machinists become tool 
makers. In considering each machine, the author 
first explains how it works, then describes its 
construction, and finally gives detailed instruc- 
tions for all machining operations. Blueprint 
reading, shop mathematics, and other useful 
topics are included . . . Profusely illustrated.” 


Graman, Herman R. .A good mechanic 
seldom gets hurt. 94p. American Technical 


Soc., Chicago, 50c. 
American machinist, July 23, 1941, p.742. % 


ol. 
“written especially for young men who wish 
to start the ‘safe’ way when learning their trade 
. Prepared in an easy-to-read style and the 
various safety precautions for each machine 
are grouped together ... Most! of the rules . 
are not new, but the author has endeavored to 
organize safety rules so as to give the beginning 
craftsman an idea of what to look out for when 
he is working in a machine shop.” 

Industrial power, Sept. 1941, p.112. % col. 

“Photographs illustrate good and bad machine 
shop practices—each machine tool being covered 
separately and the safety precautions relative 
to each machine being given in a group. Thus, 
when a worker is handling a machine he can 
quickly refer to the book for helpful hints. It 
is pocket size.” 

Grey, C. G. British fighter planes. Faber, 
London, 5s. net. 

Flight, July 31, 1941, p.63. % col. 

“A book on aircraft by Mr. Grey .. . is sure 
of a warm welcome from the reading public 
... The first section ... runs through the his- 
tory of the fighter aeroplane from the early days 
of the last war up to the end of the Battle of 
Britain. Next Mr. Grey proceeds to discuss 
armament and armour with more history, and 
includes a chapter on night fighting. The third 
and fourth sections. . . deal with the develop- 
ment of the firms which have made fighters and 
the engines used in them, and a good deal of the 
biography of leading personalities in those firms 
is introduced.’ 

Grow, Malcolm C., & Armstrong, Harry 
G. Fit to fly. 387p. 1941. Appleton, New 
York, $2.50. 

Journal of the aeronautical sciences, aeronauti- 
cal review section, Aug. 1 , p.30. 4 

“The purpose ... is to acquaint those who 
anticipate a flying career or those already engaged 
in aviation with the facts relevant to their health 
as fliers... ‘The authors ably and clearly discuss 
with a minimum of technical usage the informa- 
tion bearing on . .. major phases of their sub- 
ject ... Will well serve the intelligent lay public, 
specifically the individual who will or has made 
a career of aviation.” 

Western flying, Aug. 1941, p.86. 

“A medical handbook for fliers. 
simple, but accurate non-technical 
stands alone in its field 


% col. 
Written in 
style, it 
The authors intend 
the book to answer the many questions asked by 
those who wonder if they can pass the physical 
examination to obtain [a] pilots license, the 
standard that must be maintained to hold that 


meonme, and the effects of continued flying on 
pliots, 

Hambidge, Gove. See American Society 
of Agronomy & National Fertilizer Asso- 
ciation. 

Harker, Alfred. The West Highlands 
and the Hebrides; a geologist’s guide for 
amateurs. 128p. Cambridge Univ. 


Press, London, 8s. 6d. net. 

Nature, Aug. 16, 1941, p.180. % col. 

“Harker’s plan was to describe the region in 
terms which would appeal to travellers and 
others interested in geology and scenery. This 
has been accomplished in chapters arranged as a 
series of excursions, and his description of the 
richly varied character of its rock formations 
will prove useful to geologists and geographers 
alike .. . Profusely illustrated by simple but 
effective outline sketches drawn by the author, 
and these have been augmented by the inclusion 
of geological and topographical maps. An ex- 
cellent glossary meets the needs of the lay- 
man unfamiliar with the names of rocks and 
minerals.” 

Harris, Harold J. Brucellosis (undulant 
fever); clinical and subclinical. Hoeber, 


New York, $5.50. 

Ohio state medical journal, Aug. 1941, p.816, 
818. 10 1. 

“A welcome volume. . Fortunately, the 
author has placed the emphasis on clinical obser- 
vation and addresses his text to his fellow gen- 
eral practitioners. This book will take its place 
as a classic in the library of diagnosticians and 
family physicians.” i 

Hatcher, W. H. Introduction to chemical 
science. 423p. 1940. Wiley, New York, 18s. 
net. 

Nature, June 28, 1941, p.790. 1 col. 

“A valuable addition to any library. The 
intelligent layman and the sixth-form pupil on 
the non-science side will find much of interest 

. while chemistry teachers will find useful 
material in it for the preparation of their gen- 
eral science courses.” A C. 

Henney, Keith. Radio engineering hand- 
book. Ed.3, revised. 946p. 1941. McGraw, 
New York, $5. 

Radio ¢ television, Aug. 1941, p.254. % col. 

“This useful handbook will find a place in the 
library of every radio student, and particularly 
those interested in the design and operation of 
radio transmitters and receivers ... [Has] a 
very complete index.” 

Radio news, Aug. 1941, p.38. % col. 

“An endeavor has been made to prepare a 
comprehensive working manual of the radio 
science and to compile in a single book concise 
information on each of the branches of radio 
engineering ... Each of the sections has been 
brought up to date . .. The engineer will find 
... many man-hours of effort compiled in the 
form of tables, in curves, and converted into con- 
cise English.” 


Hepner, Harry Walker. Effective adver- 


tising. 584p. 1941. McGraw, New York. $4. 
American business, Sept. 1941, p.56. % col. 
“An excellent book which eovers every phase 
of advertising thoroughly, objectively, and with 
the simplicity that only a man who really knows 
whereof he speaks ever achieves. While it is 
intended as a basic text for students of adver- 
tising, we think there are many business men who 
could profit by a study of it... After each 
chapter is an extremely valuable list of references 
for additional study or reading. For a company 
library, for the advertising department, for the 
business executive anxious to understand more 
about advertising, here is a book we go ‘all out’ 
to recommend.” 
Broadcasting, Sept. 1, 1941, p.82. % col. 
“Designed for use as a basic text for the first 
year course in advertising. Elaborately illus- 
trated, the book contains sections covering the 
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advertising industry ; the consumer ; the product ; 
the media; the advertisement; testing and co- 
ordinating advertising. The 18-page chapter 
devoted to radio briefly sketches some of the 
advantages and disadvantages of the medium, 
uoting from some of the current literature on 
the subject.” 


Hindes, Gwendolen. Materia medica and 
pharmacology for nurses. Ed.4. 175p. 1940. 


Faber, London, 4s. 6d. 

Journal of the Royal Sanitary Institute, July 
1941, supplement, p % D 

“Appears to be a sound” ‘exposition of facts 
presented in a form meant to be stimulating to a 
nurse who is really interested in her vocation ... 
The author . .. has presented in concise form 
and accurately an account of the drugs and 
medicaments with which a nurse has to be 
familiar on the modern ward ... However... 
this excellent little book would be still more 
useful if the facts were more attractively pre- 
sented and some rearrangement of the subject- 
matter were made.” 

Hodge, W. V. D. Theory and applica- 
tions of harmonic integrals. 28lp. 1941. 


Cambridge Univ. Press, London, 21s. net. 

London, Edinburgh and Dublin philosophical 
magazine, July 1941, P. 86. 

“Based on an Adam’s Prize essay . . . Divided 
into five long chapters. The first contains a 
readable summary of the tensor calculus and of 
the topology of Riemannian manifolds. The 
second deals with the ae of multiple 
integrals on a manifold, while in the third har- 
monic integrals are defined and their properties 
established. The two remaining chapters are 
devoted to the applications of these integrals, 
chapter IV. to the properties of harmonic inte- 
grals in the Riemannian of an algebraic variety 
and chapter V. to the application of the theory 
of harmonic integrals to certain problems in the 
theory of continuous groups. Bibliographies of 
relevant books and papers are provided at the 
ends of the chapters . . . Obviously intended for 
specialists; it should prove an incentive to fur- 
ther original investigations in the geometry of 
n dimensions.” 

Nature, July 26, 1941, p.97. 1% col. 

“Prof. Hodge’s work on this subject has long 
been awaited by his colleagues, and will be gen- 
erally welcomed by them, though perhaps with 
mixed feelings when its difficulty is encountered. 
His lectures and papers have already given some 
idea of the scope the work would have, as well 
as of the origin of the line of research of which 
this book is the first important monument. It 
is in effect an attempt to generalize in a very 
wide way that aspect of the study of functions 
(such as Abelian integrals) on a Riemann surface 
which consists in treating the real and imaginary 
parts separately, and adjoining to the integ- 
rability condition a second differential condition 
which ensures that the two functions considered 
are in fact the real and imaginary parts of an 
analytic function. (This latter we may call the 
orthogonality condition.) The lace of the Rie- 
mann surface is taken by a iemannian mani- 
fold’ of any number of , EE... this is con- 
tinuous and has ordinary differential geometry in 
the small, with metric, affine connexion, and the 
Riemann-Christoffel tensor ; while in the large 
it is a two-sided or orientable space, to which the 
ordinary combinatory topology applies, with 
Betti numbers, torsions and intersection matrices 

. The whole book is exceedingly difficult to read 
= difficulty which is partly inherent in the sub- 
ject, but which one feels also is somewhat char- 
acteristic of the author. The style is very dry 
and severe; the summaries of previous work are 
too brief and formal to be readily understood 
unless the reader is already fairly familiar with 
the work in question; little time is spared for 
pointing out the purpose of the steps taken, or of 
the definitions introduced; and the notation 
(which is necessarily very intricate) has not 
always been selected with sufficient care to avoid 
confusion . .. The printing on the other hand 
seems admirable, and in all that complicated 


jungle of formule I have not detected one mis- 
print.” Patrick Du Val. 


Holden, Paul E., and others. Top-man- 
agement organization and control. 239p. 
1941. Stanford Univ. Press, Stanford Univ., 


Calif., $4. 
N.A.0.A. bulletin, Sept. 1, 1941, section 2, p.49. 


Pp. 

“Based on a study of the management policies 
and practices of thirty-one leading industrial 
companies . Listing the primary respon- 
sibilities of top-management as (1) farsighted 
planning and clarification of objectives, (2) a 
sound plan of organization, (3) fully qualified 
personnel in key positions, and (4) effective 
means of control, the authors proceed in this 
section [pt.A] to report their findings and con- 
clusions under these four heads. Part, B deals 
with organization practices as revealed by the 
study of these thirty-one companies. Considered 
are top-management organization, — or- 
ganization, staff organization and committee 
organization. Perhaps of greatest interest to 
the industrial accountant is Part C, dealing with 
‘Control Practices’.” 

Hollos, Joseph. Immune-blood therapy 
of tuberculosis; with special references to 
latent and masked tuberculosis. 195p. Hum- 


phries, Boston, $2.50. 

Pennsylvania medical 
p.1504. % col. 

“According to the author, this book is a sum- 
mary of his observations in the field of specific 
therapy of tuberculosis covering a period of 30 
years ... Even the most casual reading . 
gives one a shock because of the utter lack “of 
scientific evidence presented to substantiate the 
wide variety of assertions made by the author 

‘ he text is rambling and case histories are 
of the manner of lay testimonials with little or 
no medical data ... The great majority of the 
references appended . date between 1906 and 
1912. It is unfortunate that the author, no 
matter how valuable may be his ideas, should 
have presented his subject in such an unscientific 
manner.” 

Hower, Ralph M. Preservation of busi- 
ness records. Ed.4, revised. 56p. 1941. Busi- 
ness Historical Soc., Baker Library, Inc., 
Soldiers Field, Boston, gratis. 

American Chemical Society, news edition, July 
25, 1941, p.804. 1 col. 

“Begins with a strong presentation in answer 
to the question of why business records should 
be preserved . . . The types considered are an 
advertising agency, commercial bank, depart- 
ment store, grocery, retail and wholesale, life 
insurance company, manufacturing—fabricated 
paper products, woolen textiles, textile machin- 
ery—publie utilities—electric power and tele- 
phone—railroad, and stock exchange We 
urge those who read this to request a copy of 
this publication and to take some action to 
preserve ... an authentic record of their own 
histories.” 

as plant engineering, Sept. 1941, p.140. % 
col. 

Rayon textile monthly, Aug. 1941, p.84. %4 col. 

“Designed to fit the needs of a busy executive, 
who wants to hand over to his subordinates the 
problem of preserving records and storage space 
... It is just the thing for testing and technical 
libraries, laboratories, mills, sales offices and 
engineering firms, in fact everyone who has any 
correspondence or valuable records to file away.” 

Industrial hygiene and occupational dis- 
eases. 200p. Center for —, Education, 
New York Univ., New York, 5. 

Occupational hazards, Aug. 1941, red % col. 

“The reduction of industrial accidents, the con- 
trol and prevention of occupational "diseases, 
and the practice of industrial hygiene are among 
topics discussed . . . Contains a digest of the 
lectures presented by fifteen experts who served 
as instructors in a course in industrial hygiene 


journal, Aug. 1941, 





30 TECHNICAL BOOK REVIEW INDEX 


and occupational diseases which was conducted 
during the 1941 spring term by the Center for 
Safety Education in cooperation with the on 
tional Conservation Bureau. The... ae A 
graphed volume also includes an outline of the 
course and an extensive bibliography.” ’ 

Jacobs, Morris B. Analytical chemistry 
of industrial poisons, hazards and solvents. 
661p. Interscience Publishers, New York, 
7. 


pire noe. and mining journal, Aug. 1941, 
“Should interest those concerned with hygiene 
in a wide range of industries as well as all indi- 
viduals who have to do with occupational diseases 
and other risks arising from industrial use or 
production of toxic materials . Much special- 
ized information has been brought painstakingly 
within the covers of the boo 
Metal finishing, Aug. te "p.442. % col. 
“Will make a welcome addition to the not 
too voluminous literature of chemical aspects in 
industrial hygiene . . . Contains a great deal of 
information which should be of value to those 
not engaged in the analytical chemistry of indus- 
trial poisons and, of course, the book should 
prove to be a valuable reference in the analysis 
of substances contributing to industrial hazards.” 
pe congress journal, Aug. 1941, p.64. 


Tt valuable contribution to the literature on 
analytical chemistry in industrial hygiene and is 
a complete treatise on the subject. It covers all 
types of industrial poisons, their sampling, detec- 
tion, measurement and treatment.” 

National safety news, Sept. 1941, p.60. 1 col. 

“Should be of great value to industrial chem- 
ists, industrial hygienists, industrial physicians, 
industrial safety engineers, insurance company 
safety engineers, and toxicologists. It should be 
of use, too, to those engaged in research, for hos- 
pital work, and to those preparing regulatory 
codes.” John M. Roche. 


Johnson, J. B. Airplane welding and ma- 
terials. Ed.2. 409p. 1941. Goodheart-Will- 
cox, rg 5 $3.50. 


Journal of the aeronautical sciences, aeronauti- 
cal review section, Aug. 1941, p.28. % ol. 

“Gives a description in noa-technical terms of 
the design, materials and practices which have 
been found most satisfactory in modern aircraft 
construction. While the book touches on all the 
methods used in joining aircraft metals, its 
specific concern is welding, the equipment and 
procedure used in various types of welding and 
the metallurgical processes involved in making 
and testing the weld The appendix contains 
many useful references such as standards for 
the construction of acetylene generators, arc 
and gas = symbols, tube areas and tensile 
strength tabl 

Jones, Franklin D. Engineering encyclo- 


pedia. 2v. 143lp. Industrial Press, New 


ork, $8. 
jfachinery (New York), Sept. 1941, p.152. 1 


co 
Metal finishing, Sept. 1941, p.494. % col. 

“Not a dictionary type of reference book. De- 
scriptions or discussions of the terms defined in 
some cases occupy over a page in the book. Illus- 
trations are used in some cases to illustrate the 


written discussion. Terms in various engineer- 
ing sciences, mathematics, chemistry and physics 
are defined. In addition, terms used in the ma- 
chine shop are given considerable treatment . 
Should be of value to engineers, mechanics, 
chemists and should find a valuable place in 
technical schools, industrial plants and public 
libraries.” 

Power plant engineering, Sept. 1941, p 142. % 


col. 

“At last there is available a set of books that 
gives the practicing engineer concise information 
in language of the engineering profession on 
nearly every subject pertaining to various 
branches of engineering . . . Supplies, in con- 
densed form, the essential facts about 4500 


standard and special engineering a E 
Intended primarily for reference purposes 
Arranged alphabetically, with liberal pond * ret: 
erences.” 

Steel, Sept. 15, 1941, p.169. % col 

Jordanoff, Assen. Safety in flight. 371p. 
1941. Funk, New York, 

American ‘aviation Aug. 1, 1941 p.22. % col. 

“Designed to supply ultimate flying knowledge 
for the senior pilot ... Simple enough for the 
layman to un erstand, * expert enough for the 
most experienced pilot and advanced technician.” 

Journal of the aeronautical sciences, aeronau- 
tical review section, Aug. 1941, p.31. % col. 

“The first seven chapters deal with weather 
fronts, not in terms of meteorology, but in terms 
of flying. Illustrations depict problems of flight 
through different types of front . . . The sections 
on —— are confined to radio- -range flying, 
orientation, instrument approach, and position- 
finding by radio cross-bearings . . his work 
bears the author’s usual stamp of simplicity and 
clarity in presentation.” 


Joslin, Elliott P. Diabetic manual. Ed.7, 


revised. 238p. Lea, Philadelphia, $2. 
oar and ae "industry, Aug. 1941, p.192. 


* «Those diabetics live longest who know the 
most about their disease and its control. The 
purpose of this book is to further their education 

It shows the patient how to keep well by 
utilizing the Se diets now made possible 
by protamine insulin and how to apply their 
knowledge and intelligence to normal living and 
by example to 2 collet directly and indirectly, 
individually hae ng the prevention and 
treatment of disease Simplifies diet 
calculations By other elements of treatment 
which the patient can do for himself.” 

Jung, Frederic T., and others. Anatomy 
and physiology. _—- 666p. 1941. Davis, 
Philadelphia, $3.50 

piize heel journal” of nursing, Sept. 1941, 

pi Contelas fi few changes from the excellent book 
originally published in 1939 . The sequence 
of material has been changed in a few instances 

. Two brief but valuable additions are... 
the discussion of (1) artificial hibernation and 
artificial fever and (2) rhythms in human physi- 
ology. About twenty illustrations have been 
added Apart from these few minor changes 
the material . . is almost identical with the 
original publication. " Mary Burr. 

Kay, George F. See Coleman, A. P. 

Kelly, J. W. A.C.I. manual of concrete 
inspection. 140p. American Concrete Inst., 
Detroit, $1. 

” re news-record, Aug. 28, 1941, p.75. 
% Col, 

“Should excite the admiration of every engi- 
neer and contractor .. . It is as authoritative as 
it is useful. What are an inspector’s respon- 
sibilities? How are materials inspected and 
tested? What methods of proportioning are good 
practice? How is inspection handled before, 
during and after concreting? How is concrete 
tested? What records and reports should be 
made? The answers to these and many other 
questions are given in the book.” 

Pit and quarry, Sept. 1941, pss % col. 

“It tells not only what the ins cults should do 
but why. And it is not for the inspector alone; 
it should be invaluable to the man behind the 
inspector; and, because ‘the quality of concrete 
as a field-made product depends — on work- 
— to every man responsible for workman- 
8 

Kelsall, A. C., & Morgan, A. E. Work- 
shop ways. 64p. 1941. E. Arnold, London, 
Is. 6d. net. 

Mechanical world, Aug. 1, 1941, p.82. % col. 

“Designed to introduce the trainee to general 
workshop practice. It begins with instruction 
on... accident prevention, and then goes on to 
simple workshop calculations, the reading of 
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workshop drawings, precision measuring instru- 
ments, tools and their uses, and gives some ac- 
count of engineering materials. Some tables are 
included, and the book contains exercises to 
which the answers are given.” 


Klesper, W. E. All about cosmetics. Cos- 
meticians Research Inst., Wallingford, 


Conn., $2. 
Drug and cosmetic industry, July 1941, p.78. 


9 1. 

“A book the size of this one, less than 100 
pages, can hardly be expected to live up to its 
ambitious title. However, enough is given... 
to train beauty parlor operators so that they 
may distinguish good from poor cosmetic = 
rations. Formulas are given for a good selection 
of preparations.” 

Kolthoff, I. M., & Lingane, J. J. Polarog- 
raphy. 510p. 1941. Interscience Publishers, 
New York, $6 (Separate reprint of tables 
in appendix, 75c.). 

American Chemical Society, news edition, Aug. 
25, 1941, p.942. 1 col. 

“This important book ... dedicated to... 
{the] inventor of the polarographic method of 
analysis... is the first monograph to appear in 
English which describes the application of the 
method and gives an adequate presentation of 
theory involved. It is the careful balance be- 
tween theory and practice which will make this 
monograph especially useful to the critical reader 
... The text is well supported by an ample num- 
ber of illustrations and tables. The many con- 
tributions of investigators who have used the 
polarographic method have been considered care- 
fully and where discordant results have been re- 
ported an effort has been made to se the 
disagreement . . . After reading this book one 
...is... grateful to the authors for bringing 
polarographic information together in a form so 
useful to laboratory workers.” Villiers W. 
Meloche. 

Kugelmass, I. Newton. Newer nutrition 
in pediatric practice. 1155p. 1940. Lippin- 
cott, Philadelphia, $10. 

Pennsylvania medical 1941, 
p.1501. % col. 

“The author, whose high scientific standing 
is accepted throughout the world, has covered 
every possible phase of nutrition in its relation 
to the child from birth through adolescence. . . 
This book is really an encyclopedia of physiology 
and nutrition, both normal and Vg oy oy and 
can be used as an excellent guide for the pedi- 
atrician or general practitioner who is concerned 
jin the normal growth and development of chil- 
ren.” 

Kutakoff, Bert A. Plane facts. 241p. 1941. 
Military Bk., New York, $1.75 

Journal of the aeronautical sciences, aero- 
nautical review section, Aug. 1941, p.28. % col. 

“Attempts to condense the information which 
the seasoned military or commercial mechanic 
acquires over a period of years and to present 
it along with answers to the questions most 
likely to perplex the student mechanic and those 
most likely to be asked the student by examiners. 
The field of airplane mechanics is broken down 
into general departments in logical sequence. . 
A chapter on Civil Air Regulations explains sim- 
ply the requirements for a mechanic’s license, 
the experience prerequisite and the legal respon- 
sibility of the mechanic toward the airplane and 
toward the Federal authorities. A concluding 
section furnishes a glossary of common technical 

rms.”’ 

Lahee, Frederick H. Field geology. Ed.4. 
853p. 1941. McGraw, New York, $5. 

American journal of science, Sept. 1941, p.685. 


journal, Aug. 


4 Pp. 

“The author’s straightforward mode of presen- 
tation, concise definitions of both old and new 
terminology, adequate references to the litera- 
ture, and thorough familiarity with all phases of 
his subject, combine to render the volume useful 


and authoritative ... Has been a standard ref- 
erence for both the student and practicing 
= for the past 25 years. Publication of the 
ourth edition probably assures continuance in 
that capacity for at least another ten years.” 
———_ L. Nace. 

ery and mining journal, Aug. 1941, 
p.168. col. 

“Dr. Lahee has made some rearrangement, 
though not extensively. Parts have been rewrit- 
ten and some additions have been made... He 
has added new material on mass movements, 
varves, lensing strata, permeability of sedimentary 
rocks, flow structure and fracture structure in 
igneous rocks, and other matters. Those familiar 
with the previous editions will be glad to have 
the new volume.” 


Lawrence, A. S. C. The scientific photog- 
rapher. 180p. 1941. Cambridge Univ. Press, 


London, 18s. net. 

Nature, July 19, 1941, p.70. % col. 

“Written primarily for the scientific worker 
who wishes to make use of photography either 
to augment his own research records or to illus- 
trate his published work; but it is also directed 
to the serious amateur photographer who, how- 
ever skilled he may have become by experience, 
can only benefit by a knowledge of the funda- 
mental principles of photography ... Easy to 
read and well illustrated . .. In attempting to 
cover such a wide field some subjects have in- 
evitably received brief treatment, but the book 
provides a good groundwork for the thoughtful 
reader and should give the scientific worker all 
the information he requires to carry out any 
normal photographic operations.”’ : 

Lewis, Arthur Dee. Some economic as- 
pects of the air express business. 120p. 


1941. The Author, Austin, Texas, $2.50. 

Journal of the aeronautical sciences, aero- 
nautical review section, Aug. 1941, p.29. % col. 

“This comprehensive study of air express and 
air freight will provide those interested in this 
important element of the air transport structure 
with as complete data as have yet been — 
. .. The work is valuable not only for its recog- 
nition of all the various points of view on the 
subject of this extremely important transporta- 
tion development, but also for its references to 
other sources of information.” 


Lincoln, Edmund E. Applied business 
finance. Ed.5, revised. 940p. 1941. McGraw, 
New York, $4.50. 


American Chemical Society, news edition, Aug. 
10, 1941, p.866. 1% col. 

“Contains both a wealth of factual informa- 
tion and a sound presentation of many funda- 
mental principles. .. It is a heavy and formidable 
volume, with each of its 25 chapters liberally 
studded with statistics. It contains 248 tables, 
14 representative business forms, and copious 
footnotes ... The student. .. will have difficulty 
finding another book in which the whole subject 
is discussed as exhaustively between two covers.” 
Roland P. Soule. , . 

Logan, H. Britton, a others. Science 


in the garden. 255p. $2.50. 

Scientific American, Sept. 1941, p.173. % col. 

“Whether amateur or commercial grower, any- 
one interested in plant life will find much to fas- 
cinate him in this unusual volume that discloses 
secrets and tells how the layman may perform 
wonders in experimenting in flower pot, green- 
house, or garden . .. For the practical gardener, 
new fields of exploration are opened, profitable 
fields of investigation are indicated . ..A book 
to encourage both scientist and layman to fresh 
effort, as well as to give the armchair investigator 
many a delightful hour’s reading.” 0. F. G-C. 

Longhurst, Grace M. Tuberculosis nurs- 
ing. 280p. 1941. Davis, Philadelphia, $3. 

American journal of nursing, ept. 1941, 
p.1118. 1% col. 

“Miss Longhurst and her collaborators have 
presented in concise form the high points in 
regard to tuberculosis and the present methods 
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of prevention, care, and treatment of the disease 
£ Illustrations are numerous and serve to 
clarify the text . . . There is a list of review 
questions at the conclusion of each unit and a 
comprehensive list of selected readings. There 
is a short Glossary and an adequate Index... 
A significant addition to nursing literature since 
it is the first to be devoted to the nursing care 
of tuberculosis patients with emphasis upon 
nursing procedures, technics, and the general 
management of the disease chiefly from the point 
of view of bedside nursing and hospital care.” 
Esta H. McNett. 


Lyle, Oliver. Technology for sugar re- 


1941. Chapman & 
H., London, 15s. net. 
Chemicat trade journal, July 18, 1941, p.34. %4 
co 


“A somewhat unusual work. It is not so much 
a text book or treatise on sugar refining as a 
broad survey, from the fundamentals upwards, 
of the mechanical, physical, chemical, and engi- 
neering principles oT the industry .. 
Eminently readable . . . Certain to make an ap- 
peal to readers well outside the sugar industry 
itself . . . Contains something to interest and 
ae practically every technically minded 
reader.” 


Margolis, H. M. Arthritis and allied dis- 


orders. 1941. Hoeber, New York, $7.50. 

Pennsylvania medical journal, Aug. 1941, 
p.1501. % col. 

“Important investigative and experimental 
work is summarized. Bibliographies indicating 
source material are incorporated in each chapter. 
In the reviewer’s opinion, these 500 pages with 
140 clinical photographs might well serve as an 
introduction to the ever enlarging and frequently 
controversial literature of the subject. The gen- 
eral practitioner will welcome this addition to 
his armamentarium, for the author has empha- 
sized the simpler diagnostic and therapeutic 
procedures applicable to the commoner and fre- 
quently more discouraging disease entities.” 

Meggers, William Frederick, & Scribner, 
B. F., comp. Index to the literature on 
spectrochemical analysis, 1920-39. Ed.2, en- 
larged. 94p. c1941. American Society for 
Testing Materials, Philadelphia, $1. 

Canadian chemistry and process industries, 
Aug. 1941, p.458. % col. 

Canadian metals and metallurgical industries, 
Aug. 1941, p.35. % col. 

“All workers within this field will find the 
Index valuable for the location of far-flung litera- 
ture on the subject. A 50 per cent. increase in 
the number of references has been made since 
its first publication in 1937 . . . Contains 1467 
references ; many of the recently added ones cover 
improved descriptions of atomic spectra, studies 
of light sources and calibration processes, and 
conditions influencing the accuracy of quantita- 
tive determinations. All the papers are arranged 
in chronological order, and in alphabetical order 
of authors in each calendar year. All paper titles 
are given in English, but book titles have not 
been translated.” 

Oil and gas journal, July 31, 1941, p.152. % 

1 


col. 

Steel, Sept. 1, 1941, p.62. % col. 

Mellon, Analytical records for 
quantitative chemical analysis. 176p. 1941. 


Edwards Bros., Ann Arbor, Mich., 60c. 

Journal of chemical education, Sept. 1941, 
p.450. 9 1. 

“Represents the essence of the author’s experi- 
ence with the problem of keeping laboratory 
records that will meet the requirements of patent 
and other legal cases. Although the notebook is 
primarily a blank book for the recording of data, 
it presents briefly the main points involved in 
keeping such records, together with a number 
of typical examples. A small logarithm table 
and the 1941 atomic weights provide for the 
necessary calculations . . Should prove par- 
ticularly helpful to students.” 


finery workers. 384p. 


Meredith, Florence L. Hygiene. New 
edition. 823p. 1941. Blakiston, Philadelphia, 


Hygeia, Aug. 1941, p.662. Bs) col. 

“An excellent book ... Well written, scien- 
tifically accurate, except possibly for a few minor 
details . . . Illustrations are well chosen and the 
publication job splendid ... More suitable as 
a reference book than as a text book.” W. G. 8. 

iller, L. H. Modern assembly processes. 
168p. 1941. Chapman & H., London, 13s. 
6d. net. 

Mechanical world, Aug. 1, 1941, p.73. % col. 

“Deals with a number of processes and is writ- 
ten from first-hand experience . is com- 
prehensive naturally, but the data and con- 
clusions are somewhat special and of the kind 
to be really useful to the engineer who has to 
obtain results ... Contains a good deal of in- 
structive material on what might be called ‘skill’ 
in actually doing the work.” 


Millikan, Clark B. Aerodynamics of the 
arene 171p. 1941. Wiley, New York, 


Aero digest, Sept. 1941, p.247. % col. 

“Should be of great value to those anxious to 
break into the aviation field and whose engi- 
neering background has covered little or no aero- 
nautical training. It should also prove helpful 
to aeronautical engineers because it covers some 
of the most recent developments in the field.’ 

American aviation, Sept. 1, 1941, p.31. % col. 

“This rather technical and somewhat detailed 
work should serve as an excellent text on the 
fundamentals of aerodynamics, providing the stu- 
dent has a fair technical and mechanical back- 
ground to start with ...A text on fundamental 
aeronautical principles rather than a reference 
book or engineering handbook . . There are 
abundant descriptive charts and diagrams, and 
= material is excellently organized and writ- 
en.” 


Journal of the aeronautical sciences, aero- 
nautical review section, Aug. 1941, p.27. 1 col. 

“Presents a brief but intensive summary of 
basic phases of aerodynamics which should be 
included in the background knowledge of any 
well-rounded aeronautical engineer. In view of 
the fact that this work is for the advanced stu- 
dent rather than a reference text for the special- 
ist, the author has placed unusual emphasis on 
fundamental fluid mechanical ree exclud- 
ing to a large extent material of the handbook 
type. Methods of performance estimation and 
analysis are treated in some detail to serve the 
non-specialist who is frequently called upon for 
calculations or estimates in this branch of 
aerodynamics.” 

Molloy, Edward, ed. Steam engines and 
boilers. 112p. 1941. Chemical Pub., New 
York, $2. (Complete engineer series, v.13.) 

Combustion, Aug. 1941, p.42. % col. 

“Compiled for the use of engineers who are 
specially concerned with the operation and main- 
tenance of a steam plant. he first chapter 
describes the principal types of steam engines 
and boilers in common use, and instructions are 
given on starting up and running a stationary 
plant. Chapter II... deals with modern sta- 
tionary steam boilers . .. The two remaining 
chapters deal with pulverized coal firing and oil 
fuel burning ... Well illustrated with 115 line 
cuts and halftones. It is concisely written and 
— with practical hints and useful informa- 

on ” 


Molloy, Edward, ed. Steam for indus- 
trial processing and power. 112p. 1941. 
Chemical Pub., New York, $2. (Complete 
engineer series, v.6.) 

ombustion, Aug. 1941, p.42. % col. 

“There are still a large number of industries 
such as brewing, dyeing, food canning, etc., in 
which steam is necessary for processing and 
where the use of steam power has a distinct ad- 
vantage. It is for the engineers who are respon- 
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sible for the operation of such industrial plants 
that this book has been prepared his book 
comprises a compact source of information, data 
and formula [sic] pertaining to small industrial 
plant operation, and it is generously illustrated 
with halftones, diagrams and charts.” 


Mossman, Donald Davis, & Bogert, M. 
T. Bergamot oil. 122p. American Pharma- 
ceutical Assoc., Washington, D. C., $1.25 


unbound. 
wg and cosmetic industry, July 1941, p.79. 


% col. 

“The sections on the history, geographical dis- 
tribution, cultivation, and processing of the oil 
form a background. That on trade and commerce 
is designed to emphasize the importance of the 
oil and to illustrate the degree to which it has 
been adulterated. The composition and _ char- 
acteristics of the oil is [sic] then presented with 
a view to emphasizing the complexity of the oil 
and the difficulty in arriving at standards of 
excellence. This is followed by sections devoted 
to a critical description of analytical methods, 
adulterants, and their detection. Finally a 
new method of analysis is described whereby 
many of the inadequacies of the present routine 
analyses are avoided and which includes oppor- 
tunities for the detection of scientific adultera- 
tion, particularly of the ester type.” 


Myrbiack, Karl. See Bamann, Eugen, & 
Myrbiack, Karl, ed. 

Niggli, P., and others. Die mineralien 
der Schweizeralpen. 2v. 661p. 1940. B. 
as & Co., Basel, Switzerland, 24 Swiss 
r 


Mineralogical magazine, June 1941, mineralog- 
ical abstracts, p.49. p. 

“The underlying motif of this carefully com- 
piled and beautifully illustrated book is the 
correlation of Swiss minerals with the history 
and chemistry of the Alpine rocks ... The first 
volume contains a concise description of Swiss 
mineral species and localities. Over 200 species 
are listed and accompanied by 152 crystal draw- 
ings . . . [Contains] a detailed topographical 
mineralogy of the Swiss Alps ... An alphabetical 
list of minerals is given at the end of volume 1; 
and a list of localities and bibliography at the 
end of volume 2... Well printed and serviceably 
bound . . . The magnificent photogravures and 
plates of Swiss localities ... greatly enhance the 
value and beauty of the book.” F. A. B. 


Nord, F. F. See Advances in enzymology 
and related subjects. 

Nurnberg, Walter. Lighting for photog- 
raphy; means and methods. 172p. 1940. 


Focal Press, London, 12s. 6d. 

Scientific American, Sept. 1941, p.174. % col. 

“A truly A-to-Z guide to the all-important sub- 
ject of what lighting means in photography, its 
technical aspects and its application in specific 
instances, by a noted practicing photographer 
. .. Covers, in three general sections, the theory, 
the principles, and the application of lighting 
... Many drawings, diagrams, and actual photo- 
graphic reproductions illustrating the various 
points covered, add immensely to the book’s 
clarity and to its value to all photographers, 
7. serious-minded amateur or professional.” 


’ Pack, Greta. Jewelry & enameling. 377p. 
1941. Van Nostrand, New York, $2.50. 
' ee circular-keystone, Aug. 1941, p.112. 


“While Miss Pack calls her book a work man- 
ual ‘for instructors and pupils interested in the 
art and technic of jewelry —* her work 
procedures may also be of distinct help to pro- 
fessional jewelry repairers. Even for retail jewel- 
ers who spend no time themselves at the bench, 
the descriptions of the various working, con- 
struction, casting, finishing and decorative pro- 
cesses will be interesting and informative.” 


Pagé, Victor Wilfred. Lubrication and 


1941. New 


tical ience. aero- 


maintenance chart. Henley, 


York, 50c. 

Journal of the aer x 
nautical review section, ‘-: 1941, p.30. % col. 

“For mechanics and or students, this 
[28x88 in.] reference chart and guide on the 
maintenance and periodic inspection of air-cooled 
radial engines affords a quick, comprehensive 
check. Brief technical descriptions of the lubri- 
cation and carburetion systems of typical air- 
cooled engines are furnished along with lists of 
important data such as oil and fuel specifications. 
Specific directions are included for starting pow- 
er plants, particularly when cold or after remain- 
ing idle for long periods.” 


Peele, Robert, ed. Mining engineers’ 





handbook. Ed.3, revised and enlarged. 2v. 
2442p. 1941. Wiley, New York, $15 net. 
eee handbook series, no. 6 and 


Canadian metals and metallurgical industries, 
Aug. 1941, p.36. % col. 

“Much new matter has been added, some of the 
old text omitted, and some sections of the book 
have been almost entirely rewritten. Special at- 
tention is called to the following: (a) Important 
new matter on changes in the practice of methods 
for mining; (b) The addition of a new section 
on Petroleum Production; (c) The addition of 
an entirely new section on the Advances of 
Geophysical Prospecting; (d) The section on 
Mine Ventilation has been almost wholly rewrit- 
ten; (e) Section on Hoisting Plant, Shaft Pockets 
and Ore Bins has been radically revised; and 
(f) A revision of material on methods and devices 
a underground handling and claying of min- 
erals.” 

irr air magazine, Aug. 1941, p.6523. 
% col. 


“Covers every phase of mining operations, and 
the material is arranged in sections for easy 
finding and reading .. . A comprehensive, authen- 
tic work that leaves little to be desired.” 

Engineering and mining journal, Aug. 1941, 
p.168. % col. 

“Undoubtedly many a mining engineer has 
regarded Peele’s monumental Handbook as worth 
its weight in gold. The universal high esteem 
won by the first and second editions ... will 
surely be enjoyed by the third edition also.” 

Explosives engineer, July 1941, p.194. % col. 

“One of the most exhaustive compendiums of 
useful technical information ever condensed into 
easy-reference form . . . The editors and pub- 
lishers are to be congratulated. They have 
eminently fulfilled their objective of bringing the 
handbook up-to-date and adapting it to meet the 
many new problems and developments of engi- 
neering science.” 

Mining and metallurgy, Aug. 1941, p.391. 1 col. 

“A mining engineer would have to go a long 
way to get more value... If an engineer were 
undertaking the be agg a of a mine and were 
constrained to confine his reference to technical 
literature to two volumes he unquestionably 
should chose Peele.” 

Mining congress journal, July 1941, p.53. % 


col. 

“Too well known to need elaborate comment 
. . . Contains the revisions and additions neces- 
sitated by the udvances in the interval of 14 years 
since the previous edition . . . This is one of 
the most authoritative reference books for minin 
engineers all over the world, and this new an 
modern edition fills a real need for accurate and 
up-to-date information on practice in the entire 
engineering field as well as in the specialized 
branches of mining, milling and metallurgy.” 

Peterson, Roger Tory. Field guide to 
western birds. 240p. 1941. Houghton, Bos- 


ton, $2.75. 
Audubon magazine, July-Aug. 1941, p.378. 3% 


col. 

“Peterson’s ... now famous system of diagram- 
matic drawings, and the textual descriptions 
strictly confined to those distinguishing char- 
acters which the observer can note in the live 
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bird: at a distance, is at last available for every 
species of bird in the country . .. The ‘Western 
Guide’ is a much greater and abler piece of work 
than the ‘Eastern’ . . The total number of 
named forms west of the 103rd meridian is very 
much larger . . . The plates and diagrams are 
again excellent, and fortunately their printing 
is superior to that in the ‘Hastern Guide’... 
Every person interested in ‘western’ birds should 
own and study this ‘Guide,’ and only a handful 
of field workers in any one generation will ever 
outgrow it.’ Ludlow Griscom. 

Scientific American, Sept. 1941, p.175. % col. 

“The first practical guide for outdoor identifi- 
cation of birdlife regularly found west of the 
Rocky Mountains . .. Will prove an excellent 
reference to bird fanciers everywhere and an 
authoritative guide for the western United States. 
Shapes and color effects of birds are faithfully 
shown; confusing details are omitted.” A. 

” 


Pomp, A. Stahldraht. 275p. 1941. Stahl- 


eisen, Diisseldorf, 17 rm. 

Blast furnace and steel plant, July 1941, p.734, 
736. % col. 
Mining and metallurgy, Sept. 1941, p.460. % 


col. 

“Stahleisen (which is the publishing depart- 
ment of the German Iron and Steel Institute) 
has undertaken the publication of an extended 
series of comparatively small books on well cir- 
cumscribed subjects (in German). The_ first, 
on steel wire, has just been received. It begins 
with properties of the hot-rolled rod and ends 
with testing the finished wire. All intermediate 
stages and proccesses are described in detail 
. .. A happy mixture of sound theory and ad- 
vanced practice .. . Dr. Pomp is the outstand- 
ing German authority on the theory of wire- 
drawing ... A translation ... [is] much to be 
desired . .. If the forthcoming books of the 
series are as good as the first volume, they will 
make an interesting shelf of books for the steel 
industry.” W. Trinks. 

Prinz, Hermann. Dental formulary. Ed.6. 


352p. Lea, Philadelphia, $3.50. 
OP aed and cosmetic industry, July 1941, p.79. 


“Reliable technical and useful information for 
the practitioner both in the office and in the 
laboratory .. . Supplies quickly and fully the 
answers to the diverse questions that arise in 
daily practice . .. The index to oral diseases 
included .. . supplies the every day information 
relative to diagnosis and treatment and the book 
is a mine of important facts so organized as to 
be immediately available.” 

RCA Manufacturing Company. RCA 
guide for transmitting tubes. The Com- 
pany, Commercial Engineering Section, 
Harrison, N. J., 25c. 

Radio news, Aug. 1941, p.38. 1% col. 

“Contains technical information on a most ex- 
tensive line of modern-air-cooled transmitting 
tubes. . . Outstanding feature... . is its trans- 
mitters, designed, constructed and tested specific- 
ally for description in this book. They represent 
a wide range of application and meet modern 
demands for transmitter simplicity coupled with 
efficiency, economy, and flexibility . . . The pub- 
lishers believe that it will be most helpful to 
engineers, experimenters, and amateurs in the 
field of radio communication.” 

Ramsey, A. S. Introduction to the theory 
of Newtonian attraction. 184p. 1940. Cam- 
bridge Univ. Press, London, $2.50. 

a of the Franklin Institute, Sept. 1941, 

9 


“Here iB a subject useful in connection with 
dynamical astronomy, which is treated here par- 
ticularly from the standpoint and for students of 
college grade in Great Britain .. . Opens with an 
exposition of many of the theorems in pure 
mathematics especially required for study of the 
subject. Then it proceeds through simple appli- 
cations in gravitational attraction and potential 


where attention is confined to points external 
to the attracting matter. This is followed by 
consideration of what meaning to attach to the 
same terms at points inside the attracting mat- 
ter, theorems of Laplace, Poisson and Gauss, 
Green’s theorem, the study of harmonic functions 
in-so-far as a apply to the immediate subject, 
and finally an investigation of the attraction of 
ellipsoids . . . Gives a vigorous mathematical 
treatment with many examples for exercise.” 
R. H. Oppermann, 

Science, Aug. 15, 1941, p.165. % col. 

“A book of simple text, with many problems 
of practical interest to the student of applied 
mathematics .. . Can be read profitably by per- 
sons who have mastered the second year of 
calculus in an American university ... e 
reader can... expect to gain an introduction to 
several of the classical problems connected with 
the subject, as well as some systematic knowl- 
edge of the subject itself, in this very brief expo- 
sition.” G. 0. Evans. 


Rautenstrauch, Walter. Design of manu- 
facturing enterprises. 298p. 1941. Pitman, 
New York, $3.50 


American aviation, Sept. 15, 1941, p.25. \ 
co 


“Written to guide the engineer and student of 
engineering through the usual problems of eco- 
nomic calculation encountered in manufacturing 
wae growth and development of a business 
. . . Endeavors to bring together the essential 
principles and methods of cost calculations used 
in designing and redesigning manufacturing en- 
terprises. Rational methods of design that 
improve operating characteristics are helpfully 
presented through clear discussions and examples 
chosen from well-known businesses.’ 

N.A.C.A. bulletin, Sept. 1, 1941, section 2, p.50. 


p. 

“Bears out the recent trend in text designed to 
familiarize the engineer with the accountant’s 
viewpoint. The essential principles and methods 
of cost calculations that make for economic de- 
sign of products, processes, ———, and fac- 
tories and efficient operation of a business enter- 
prise are presented. Divided into two parts, the 
first section deals with the business as a whole 
and the second with selected problems.” 


Ray, Francis Earl. Organic chemistry. 
706p. 1941. Lippincott, Philadelphia, $4. 

Journal of the American Chemical Society, 
Aug. 1941, p.2285. % col. 

“The author describes this text as ‘an attempt 
to lead the student from the most elementary 
beginnings of the subject to the point where he 
can read with profit much of the current litera- 
ture’ . . . It proceeds from a clear and simple 
explanation of the introductory material to a 
more complete coverage of the field than is cus- 
tomarily found in texts of this kind . .. [Con- 
tains] many excellent features . .. As modern 
as a text in this rapidly advancing field could 
be .. . The way in which the subject is de- 
veloped and the author’s clear and interesting 
style make this one of the most readable texts 
I have encountered in this field.” William P. 
Campbell. 

Reitell, Charles Ervin. Training work- 
ers and supervisors. 182p. c1941. Ronald, 
New York, $1.50. 

pa industries, Sept. 1, 1941, p.60. % 


“Seeks to be of help to the numerous concerns 
confronted with the problem of rapidly expanding 
their working force and their supervising staff 
. .. Divided into four sections. In Part I are 
discussed modern methods of selecting employees. 
Part II, which deals with training methods, lays 
emphasis on correct habits in the performance of 
operations and on good teaching. Part III 
discusses training methods in detail—methods 
calculated to ensure both quantity and quality 
of output. In Part IV the underlying factors in 
good relationships between management and 
poor discussed. A bibliography ... is in- 
cluded.” 
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Enamelist, Aug. 1941, p.6. % col. 

“Tailored to a specific need—that of rapid, 
intensive training of supervisory workers in de- 
fense industries .. . The author has a distinct 
talent for simplification and popularization with- 
out too much thinning out of the real intellectual 
matter, There is body to these chapters—good 
logic, a background of contemporary awareness 
of psychological scholarship and economic trends 
and moods... As reading, it will be informative 
in an introductory way; as a text on which to 
base [a] discussion conference, it will raise the 
basic questions. I prophesy a large use of this 
book to the immense benefit of the average level 
of supervisory knowledge, good will and dexterity 
in human dealings, in the defense plants.” 
Ordway Tead. 

Rider, John F. Aligning Philco receiv- 
ers. v.2. 200p. John F. Rider, New York, 
$1.60. 

Radio news, Sept. 1941, p.50. 4% co 

“Covers those sets which have aol marketed 
since the publication of Volume 1 in 1937. The 
tabular form of alignment instructions has been 
retained . .. The wide-spread use of the loop 
antenna has necessitated a change in alignment 
procedure which is explained in the appendix 
along with a number of other pertinent facts 
that will be of value to the man who is interested 
in doing an aligning job as quickly and as efii- 
ciently (as possible.” 

Rissik, H. Power system interconnection 
(transmission problems). 239p. Pitman, 


London, 25s. net. 

Electrical review, July 18, 1941, p.834. %4 col. 

“Opens with a discussion on fundamental prin- 
ciples and power circle diagrams, and the author 
rightly stresses the utility and importance of the 
circle diagram in transmission line studies. 
Professor Woodruft’s charts of the complex hyper- 
bolic functions are reprinted in the book; these 
are invaluable for long line calculations. The 
author then discusses power limits, static and 
transient stability, and the last chapter deals 
with future possibilities in the sphere of long- 
distance transmission... . Diagrams are clearly 
drawn.” J. 8. F. 

Electrician, July 25, 1941, p.47. % col. 

“Primarily concerned with stability problems 
encountered in electrical power transmission .. . 
Comprises six chapters—Fundamental Concep- 
tions and Principles, Circle Diagrams in Power 
System Studies, Power Limits of a Synchronous 
Interconnector, Steady-State Stability, Transient 
Stability, and Limitations of A.C. Power System 
and Interconnection. The basic methods of 
mathematical treatment which are used are 
Similar, if not identical with those which have 
been developed in the United States of America. 
The author, however, provides adequate and ex- 
cellent arithmetical examples based on power 
systems such as are used in this country [Eng- 
land] and in the Colonies .. . A list of the 
apposite papers and treatises is given at the 
end of each chapter, and es is in addition 
an extensive bibliography.” C. M. 

Engineering, July 25, 1941, née, 1 col. 

Rowe, Albert Holmes. Elimination diets 
and the patient’s allergies. 264p. 1941. Lea, 
Philadelphia, $3. 

Ohio state ‘medical journal, Sept. 1941, p.906. 


I. 

“A handbook of food allergies in which the 
author reasserts the value of his elimination 
diets and emphasizes that the failure to use 
trial diets as a routine when food allergy is 
suspected, often | ae pores the recognition and 
therefore the relief of many of its manifestations 
sale A practical book for the practicing phy- 

an.” 

Rudolfs, Willem. Principles of sewage 
treatment. 128p. National Lime Assoc., 


Washington, D. C., 50c 
Engineering gusotteid, “July 81, 1941, p.72. 


“One of the most useful texts on sewage treat- 


ment yet to appear. Designed as a companion 
piece to the association’s ariler and widely 
accepted text on water treatment, this book will 
make a special appeal to operators for its logical 
discussion of theory and methods of treatment.” 


Scribner, B. F. See Meggers, William 
Frederick, & Scribner, B. F., comp. 


Scroggie, M. G. Radio laboratory hand- 
book. Ed.2, revised. 40lp. Iliffe, London, 


10s. 6d. net. 

Electrical review, June 27, 1941, p.776. ¥% col. 

“Fundamental principles are discussed, and 
detailed descriptions are given of sources of 
power and signals, instruments and measure- 
ments. Ultra-high-frequency work is dealt with, 
and a collection of the most useful formule, sym- 
bols and abbreviations, with tabular and other 
data are included ... Will prove particularly 
valuable to students and teachers in technical 
colleges and schools running experimental radio 
classes, and to radio societies.” 

Electrician, July 11, 1941, p.23. 12 1. 

“Q-meters, crystal- controlled frequency calibra- 
tors and double beam cathode ray tubes have 
now been included; more attention has been de- 
voted to transmission _ line technique, and an 
appendix gives more information on easily con- 
structed types of bridge.” 


Sherman, Henry C. Chemistry of food 
and nutrition. Ed.6, revised. 6llp. 1941. 


Macmillan, New York, $3.25. 
art and cosmetic industry, July 1941, p.78. 
co 

“The purpose ...is to present the principles 
of food chemistry and nutrition, with such of the 
scientific facts as space permits, and as are 
deemed most important to an effective grasp of 
the subject .. . In order to thoroughly incorporate 
recent advances, every chapter... has been com- 
pletely revised, the latter half ... has been 
completely rewritten, and three new chapters, 
dealing with the most lately discovered among 
the vitamins, and the relations of food supply 
to pellagra and its associated deficiency diseases, 
have been inserted.” 

Journal of the i Chemical Society, 
Sept. 1941, p.2539. 

“Those who have Tay earlier editions of this 
text . will find in the latest revision a tool of 
greatly ‘increased value. To others it will have 
an appeal as an authoritative introduction to 
nutritional Lame ig = . handy source of use- 
ul data.” Harry C. 

Journal of the ‘aut Dietetic Association, 
Aug.-Sept. 1941, p.692. % col. 

“Food tables have been brought into agree- 
ment with the new government tables and vita- 
min values revised in the light of the available 
evidence to date. New averages on the mineral 
content of foods based on evidence available to 
the end of 1940 have been included, also a new 
table on the copper and manganese content of 
food . This edition is particularly timely 
and welcome.” 

Shidle, Norman G. See Fraser, Edward 
Smith, & Jones, R. 

Shoop, Charles F., & Tuve, G. L. Me- 
chanical engineering practice. Ed.3, en- 


larged. 463p. 1941. McGraw, New York, $4. 
Power plant engineering, Sept. 1941, p.130. % 


ol. 

“Designed as a laboratory reference text for 
schools and covers some 93 practical laboratory 
experiments covering the entire mechanical field 
of measurements, lubricants, heat transfer, gases, 


fluids, pumps, compressors, 
equipment and auxiliaries, refrigeration and 
internal combustion engines . A valuable 
reference book for the engineer’s library, quite 
aside from its value as a text ... Follows the 
same general arrangement of a self contained 
volume as the earlier editions . .. Much more 
performance data, more tables and charts are 
included, supplemented by some 100 suggested 
forms for laboratory data and results.” 


steam generating 
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Shull, A. Franklin. Principles of animal 
biology. Ed.5, revised. 417p. 1941. McGraw, 
New York, $3.50. 

Ohio journal of science, July 1941, p.327. 6 1. 

“The plan and nature of this standard text- 
book remain the same.” Carl Venard. 


Singer, Charles. A short history of science 
to the nineteenth century. 400p. 1941. Ox- 


ford Univ. Press, London, 8s. 6d. net. 

Nature, Aug. 16, 1941, p.178. 1% col. 

“He has aimed at the presentation of the salient 
facts in the development of science from Greco- 
Roman times until the middle of the last century 
.. . Dr. Singer’s learning is always exact, as 
befits the senior British historian of science. His 
book is full of fascinating information, and will 
at once become a standard work on the history 
of science both for the man of science himself 
and the general reader.” J. G. Orowther. 


Sisco, Frank T. Modern metallurgy for 


engineers. 430p. Pitman, New York, $4.50. 

American Chemical Society, news edition, Aug. 
10, 1941, p.862. 1 col. 

“Ag stated in the preface, the first objective in 
writing the book was to give engineering stu- 
dents a concise but broad outline of metallurgy 
and to provide a sound understanding of the 
metals the engineer uses. The book is, therefore, 
fundamentally a textbook, and as such the re- 
viewer recommends it without reservation and 
predicts immediate and wide usage . . . Other 
writers might well be guided by the author’s at- 
tempt to keep the text as elementary as possible. 
Accuracy has not been sacrificed, and in clarity 
the text is a model in English composition... 
Only praise is forthcoming concerning the general 
make-up.” H. 8S. Rawdon. 

Journal of the aeronautical sciences, aero- 
nautical review section, Aug. 1941, p.29. % col. 

“Provides a concise, convenient study of recent 
revolutionary developments in ferrous and non- 
ferrous metallurgy and summarizes these fields 
for the engineer . . . A section consisting of 
questions pertinent to the text ... [and] An 
extensive list of references included should be 
most helpful.” 

Machinery (New York), July 1941, p.260. % 
01 


col. 

“The author ... had three objectives in mind 
in writing this book. The first was to give the 
undergraduate and graduate student in engineer- 
ing a broad but concise outline of the art and 
science of metallurgy; the second ... was to 
summarize the present status of metallurgy for 
older engineers who, in the years they have been 
practicing their profession, may have lost touch 
with advances in metallurgical developments; 
and the third was to survey the whole field of 
ferrous and non-ferrous metallurgy with especial 
attention to structure and properties for the 
benefit of those in the metal industries who 
either have not had the advantage of a broad 
fundamental training or who have been working 
in such narrow fields that they have lost touch 
with developments in fields other than their 
own.” 

Metals and alloys, Aug. 1941, p.254. 1 col. 

“Sisco’s main topics are relation of structure 
to properties; significance of static and dynamic 
properties; heat treatment of steel; precipita- 
tion hardening; cast iron; carbon, low alloy and 
high alloy steels; tool and die steels, light alloys; 
copper-base alloys; other non-ferrous alloys; ma- 
echinability, wear resistance and deep drawing 
properties; corrosion; and effect of temperature 
... It is in the method of presentation and its 
readability that the book scores heavily .. . 
It’s a good title and the book fits the title.” 
H. W. Gillett. 

Tool engineer, July 1941, p.100. % col. 

“Provides essential data on the engineering 
properties of metallic materials, the variables 
affecting these properties and their significance 
to engineers . . . Shows briefly the relation be- 
tween constitution and structure of materials and 
properties in an elementary discussion of funda- 


mental modern concepts of physical metallurgy. 
Both ferrous, and non-ferrous metals are treated.” 

Smith, J. L. B., & Rindl, M. Numerical 
and constitutional exercises in organic 
chemistry. 213p. Methuen, London, 7s. 6d. 

Chemical age, July 5, 1941, ca % col. 

“At this stage in the world’s history it is 
difficult to write a new text-book, but the authors 
of this volume appear to have done so. We do 
not recollect having come across any similar book, 
and the authors are entitled to claim that this is 
the first comprehensive work dealing with the 
solution of problems in organic chemistry .. . 
In our opinion this book (for once) really fills 
a gap. 

Smith, Theodore H. Marketing used 
automobiles, 290p. Bureau of Business Re- 


search, Ohio State Univ., Columbus, O., $3. 

Autobody, Aug. 1941, p.23. % col. 

“The first book to deal exclusively with the 
used car problem ... The various chapters in- 
clude the ‘History of the Used Car Problem’ and 
include practical used car merchandising, adver- 
tising, financing and the attitude of the public to 
the used car. The author tells at what rate 
automobiles depreciate and whether or not some 
cars depreciate more rapidly than others; who 
sets used car prices, etc. Anyone interested in 
the used car field would do well to read this book 
because it will bring to the reader a broader 
acquaintance with the ‘trade-in’ and its applica- 
tion to present-day merchandising.” 


_Sohon, F. W. The stereographic projec- 
tion. 210p. 1941. Chemical Pub., New York, 


4, 

Nature, July 12, 1941, p.37. % col. 

“A very valuable book. This is a method of 
representing a solid body (usually figures on the 
surface of a sphere) on a plane, the centre of 
projection being a point on the surface of a 
sphere, and the whole sphere being represented 
once on an infinite plane. The projection has the 
merit that circles are represented as circles and 
that angles are retained ... Not intended... 
to be exhaustive . . . Recommended to students 
and research workers in mathematics ... car- 
tography, astronomy, seismology and crystall- 
ography. It is handy in form, well arranged, 
printed and produced, contains tables including 
stereographic projection elements for all _seis- 
mograph stations computed by Weston-Wood- 
"2 students, and there is an adequate index.” 


. T. 
Special Libraries Association. Special li- 


brary resources. The New 
York, $6. 


Industral marketing, Aug. 1941, p.104. 11 1. 

“A national directory of research materials 
of more than 500 special libraries. A page is 
devoted to each and _—— the name of the person 
in charge, size of staff and any specialists thereon, 
statistical data concerning resources available, 
and descriptions of major fields of interest and 
special collections. The publishers plan to issue 
supplementary volumes until all special collec- 
tions in the Americas are covered.” 

Staley, W. W. Introduction to mine sur- 
veying. 276p. 1940. Stanford Univ. Press, 
Stanford Univ., Calif., 21s. 6d. net. 

Nature, Aug. 9, 1941, p.152. 1% col. includ- 
ing other reviews. 

“Devised to make good the deficiency of works 
on the subject and is largely based on a ques- 
tionnaire sent to prominent companies in North 
America engaged in gold, silver, copper, lead and 
zinc mining . . . As the reader is assumed to 
have a basic knowledge of plane surveying, the 
text is wholly devoted to the specialized methods 
and instruments devised for use in mines, and 
represents well-authenticated practice of the 
present day.” 

Staudinger, Hermann. Organische _kol- 
loidchemie. 178p. 1940. Vieweg and Sohn, 
Brunswick, Germany, 11.60 rm. 


Association, 
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American Chemical Society, news edition, July 
25, 1941, p.798, 804. % col. 

“The discussion is largely limited to those 
macromolecular organic colloids the constitution 
of which has been worked out largely by methods 
of organic chemistry—the synthetic association 
high polymers, polysaccharides, and rubber . . 
Of approximate’ 7 70 tables and figures present- 
ing experimental results, 85 per cent deal with 
results of the Staudinger school and a large 
majority are concerned with viscosity data... 
All investigators in the field of bem ag wag ees | 
high polymers can well afford to possess this boo 
because of its usefulness as a guide and sum- 
mary to the voluminous literature from the Frei- 
burg laboratories on high polymers.” Elmer 0O. 
Kraemer. 


Stead, G. Elementary physics; for med- 
ical, first year university science students 
and general use in schools. Ed.6. 562p. 1940. 


Churchill, London, 12s. 6d. 

Nature, July 5, 1941, p.9. % col. 

“In a single book covering such a wide field, it 
is not possible to treat the various topics as fully 
as perhaps one would wish and it is intended 
that the book should be used in connexion with 
a course of lectures with practical demonstra- 
tions... Up to date ... Excellent in its way; 
the diagrams are good and plentiful, and so far 
as a will allow the facts are presented 
clearly.” 


Stuart, J. R. Testing electrical installa- 
tions and machines. 200p. Chemical Pub., 
New York, $2.50. 

panne power, Sept. 1941, p.112, 114. % 
col. 

“A practical book, it is a summary of present 
day practice in all kinds of commercial electrical 
testing, as distinct from laboratory test work. 
Exact methods employed in carrying out these 
tests are both described and illustrated ... 
= testing instruments referred to are British 
make.” 

Sutton, Don C. Introduction to medi- 


cine. 642p. 1940. Mosby, St. Louis, $3.25. 


Pennsylvania medical journal, Aug. 1941, 


p.1502. % col. 

“Written . .. especially for the nurse—from 
her standpoint. Part I is written to give the 
student nurse a survey of the fundamental med- 
ical background . . . Part II is a description of 
disease entities, including those required by the 
standards of the Committee on Curriculum of the 
National League on Nursing Education. . . 
Well recommended for nursing schools and for 
the graduate nurse who realizes that her work 
involves a knowledge of other matters in addi- 
tion to the bedside care of patients.” 

Taylor, F. Sherwood. Organic chemistry. 


i. 588p. 1940. Heinemann, London, 10s. 


Nature, July 5, 1941, p.9. % col. 

“It contains the essential significant facts 
about the commoner organic compounds, the 
presentation is clear and we have no hesitation 
in recommending it as in many ways superior 
to its competitors.” FE. F. A. 


_Thayer, Gordon B. Plastics mold de- 
signing. 64p. 1941. American Industrial 


Publishers, Cleveland, $2.50. 

Modern plastics, Aug. 1941, p.74. % col. 

“An authoritative little volume which offers 
an important contribution to the subject of mold 
designing and construction. The author has 
clearly described the various classes of molds 
which are used in compression and injection 
molding; advantages and disadvantages in cer- 
tain types, and the pitfalls that lie in wait for 
the molder. Detailed descriptions of the various 
molds are complete enough to serve as a guide 
for tool makers. .. A ready reference such as 
this is invaluable to anyone in the plastics field.” 

Product engineering, Aug. 1941, p.452. % col. 

“This text, based on practical molding experi- 


ence, and illustrated with actual designs, should 
be of value to engineers and molders. In addi- 
tion to a study of compression and injection 
molds, mold steels, the hobbing process and 
shrinkage charts are included in this concise 
handbook.” 7 

Rubber age, Aug. 1941, p.353. % col. 

“Not only are the fundamentals of plastics 
mold design discussed . . . but they are applied 
to representative types of compression and injec- 
tion molds. The important compression mold 
types are classified and described. Some space 
is devoted to fixtures ... Mold sinking methods 
are described and product design is discussed in 
relation to mold building methods. Mold terms 
are defined in a special section on nomenclature. 
Pen and ink drawings . . . are liberally used. 
The above will give the reader an idea as to the 
contents of this little book, but it could not con- 
vey the value that this ‘mold handbook’ gives to 
— the mold manufacturer and the plastics 
molder.” 


Thoma, Kurt Hermann. Oral pathology. 


1306p. 1941. Mosby, St. Louis, $15. 
‘ Ohio state medical journal, Sept. 1941, p.904. 


kL 

“Presents the histological, roentgenological, 
and clinical studies of the diseases of the teeth, 
jaws, and mouth with 1,370 illustrations of which 
137 are in color. This book is encyclopedic in its 
content and the various topics are taken up in 
an authoritative manner, and where the material 
is controversial it is treated in a judicial manner 
. . . Well worth reading.” 


Thomen, August Astor. Doctors don’t 
believe it, why should you? 384p. 1941. 
Simon, New York, $2.50. 
an” state medical journal, Sept. 1941, p.902. 


“Exposes facts and fallacies about health for 
the practical guidance of the layman. Its ma- 
terial is presented in a very effective manner 
by dividing it into 254 numbered sections, each 
section setting forth in the form of answers and 
questions important things that the layman 
should know .. After the popular fallacies 
have been exploded the author gives constructive 
advice on what to do.” 


Tintner, Gerhard. The variate difference 
method. 175p. 1940. Principia, Bloomington, 
Ind. (Cowles commission for research in 


economics. Monograph no. 5.) 

Bulletin of the American Mathematical Seciety, 
July 1941, p.534. 1% p. 

“Written primarily for the economic sta- 
tistician who may wish to apply the variate 
difference method to his own economic time 
series. Tintner illustrates the routine applica- 
tion of the method in great detail, using American 
Wheat-Flour prices for the period 1890-1937 as 
his data . . . An interesting contribution to the 
literature of time series analysis . . . Well docu- 
mented by references and footnotes and reflects 
ie og of work on the part of the author.” 

lks. 


Town, H. C. Modern machine tools; 
their hydraulic, electrical and mechanical 
transmission and operation. Pitman, Lon- 


don, 30s. net. 
pare (London), July 24, 1941, p.473. %4 


ol. 

“Provides a record of . . . developments over 
the past few years, covering belt and gearbox 
drives; mechanical transmissions; capstan and 
turret lathes; boring and turning mills; drilling 
and grinding machines; milling machines; and 
reciprocating machine tools Nothing so 
valuable and comprehensive on the subject of 
machine tools has appeared since Dr. Schlesinger’s 
monumental treatise, and we cordially recom- 
mend it to designers, makers, and users of ma- 
chine tools for its presentation of a subject of 
such fundamental importance. Typography, 
plates, and illustrations are excellent.” 
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Trane Company. Trane air conditioning 
manual. Ed.3. The Company, LaCrosse, 


is. 
‘ Speweing engineering, Sept. 1941, p.177. 
co. 


“Anyone who has seen or used this book knows 
it to be perhaps the most impressive of any of 
the many textbooks and handbooks relating to 
the subject, not only as to size, appearance and 
excellence of printing, but also as to scope, care- 
ful preparation, and extent of reference material. 
It contains more than 350 pages of quarto size, 
with many tables, figures and working examples. 
While it is presented as a piece of trade literature 
it contains nothing that would be called adver- 
tising . . . The treatment... is not along 
theoretical lines at all, but handled much in the 
style of the popular sales engineering manuals. 
The book is of course not intended to help teach 
thermodynamics. But anyone who will work 
through the chapters on heat gain and air calcu- 
lations will know something of the mysteries of 
that subject whether he knows it by name or 


Ullmann, Egon V. Diet in sinus infec- 
tions and colds. Ed.2. 185p. Macmillan, 
New York, $2. 

Drug and cosmetic industry, July 1941, p.78. 


% col. 

“Since the first edition . . . appeared, it has 
been recognized more and more widely that 
dietary habits play an important part in building 
up powers of resistance against infection... 
During this period, too, experience has shown 
that the recommended diet could be improved 
by certain modifications. These have been incor- 
porated in the revision of the book. At the same 
time, the author has increased its scope by 
adding three entirely new chapters on mother’s 
milk, vitamins, and allergy ... This convenient 
manual will prove more valuable than ever to 
physicians and laymen alike.” 


United States Pulp Producers Associa- 
tion. Wood pulp statistics. 1941. The Asso- 


ciation, 122 E. 42nd St., New York, $2. 
Paper trade journal, Aug. 14, 1941, p.16. % 


col. 

“Detailed statistics on the United States pulp 
industry are given, with a summary of foreign 
pulp statistics as were available prior to Septem- 
ber, 1939 . Provided with numerous charts 
and gives the latest, authoritative statistics on 
domestic wood pulp and paper production, con- 
sumption, imports and exports, from 1899 to 
1940 ... Monthly prices on domestic and foreign 
wood pulp are included and the book is a valuable 
contributon of official data to all engaged and 
interested in the wood pulp industry.” 

Vosburgh, W. C. Introduction to quanti- 
tative chemical analysis. 356p. 1941. Holt, 
New York, $2.75. 

Journal of chemical education, July 1941, 
p.349. % col. 

“Designed ‘for a course of about one semester’s 
length in which theory and practice are given 
about equal weight’ . . Seems very carefully 
done. Only a few typographical errors were 
noted. The conciseness and clarity of the writ- 
ing is worthy of note, and the degree of accuracy 
of statement in the theoretical sections seems 
definitely higher than in certain other books in 
this field.” M. G. Mellon. ’ 4 

Ward, Harold, ed. New worlds in science. 


670p. 1941. McBride, New York, $3.50. 

atural history, Sept. 1941, p.123. % col. 
“An anthology of recent nontechnical articles 
on science by 33 contemporary American and 
British scientists . .. Each subject is treated by 
a writer who has special and thorough knowledge 
of it; different points of view are persuasively 
presented; varying personalities and styles give 
color and maintain interest . .. The point of 
view is primarily social. Human biology is 
stressed almost to the exclusion of any other 
aspect of life-science, and among the physical 


sciences preference is given to work that is a 
basis for present or future technological ad- 
vances. Thus a theme is maintained among all 
the variety of the separate passages: the design 
of human life, the conquest of energy for social 
use ... Fascinating and exciting. It is itselfa 
fine social contribution and it should be owned 
and read by scientist and layman alike.” G. G. 
Simpson. eis 

Webster, J. H. Douglas. Periodicity and 
cause of cancer, leukemia and allied tum- 
ours. 178p. 1941. Williams & Williams Co., 
Baltimore, $3.50. 

American journal of public health, Aug. 1941, 
p.843. % col. 

“The author has made a gallant attempt to 
bring the clinical course of malignant disease into 
line with the cyclic phenomena so common in 
nature. The evidence presented is decidedly un- 
convincing . . . All in all, this type of publica- 
tion is to be condemned.” Cc. P. Rhoads. 

Webster, Sidney H. Aircraft and power 
plant accessory equipment. 151p. 1941. Na- 
tional Aeronautics Council, Inc., New York, 


$1. 

Journal of the aeronautical sciences, aero- 
nautical review section, Aug. 1941, p.30. % col. 

“An up-to-date handbook of useful information 
on aviation accessory equipment. Comprehensive 
treatment is given to generating equipment, 
starter and vacuum instrument pump accessories, 
and hydraulic equipment. Chapters are also given 
to de-icing equipment, fuel flow-metering devices, 
and miscellaneous equipment ... Details of main- 
tenance, inspection and adjustment are described 
. .. Illustrated with a wealth of material.” 


Wenner, Ralph R. Thermochemical cal- 
culations. 384p. $4. 

National petroleum news, Sept. 38, 1941, 
p.R-288. % col. 

“Divided into 2 parts, principles and applica- 
tions . . . including an appendix with 6 tables 
and 60 unsolved problems. There is an author 
and subject index ... Should be of value to the 
petroleum technologist who is grounded in phy- 
sical chemistry and the laws of thermodynamics, 
since it specializes according to the author in 
‘methods for applying thermodynamic principles 
to practical laboratory and technological prob- 
lems.’ It will be helpful to engineers responsible 
for the design and operation of refining pro- 
cesses.” 

Werkman, C. H. See Advances in en- 
zymology and related subjects. 

Wertheim, E. Laboratory guide for or- 
ganic chemistry. Ed.2. 560p. 1940. Blakiston, 
Philadelphia, $2. 

Journal of chemical education, July 1941, 


p.348. 144 col. 

“Twenty-four additional experiments have 
been included: eleven preparations, four spot 
tests and eight on qualitative analysis ... 
The appendix contains special and first aid in- 
structions, a diagrammatic representation of a 
series of preparations, some tables of physical 
data, a table of reference books, a table of atomic 
weights, and a list of the amounts of chemicals 
and reagents required for each experiment.” Ed. 
F. Degering. 

Wilkinson, Paul H. Aircraft engines of 
the world, 1941. 256p. 1941. The Author, 216 
E. 45th St., New York, $7.50. 

Aviation, Aug. 1941, p.160. % col. 

“Only engines now considered active or under 
development are included . . Careful perusal 
reveals that the information contained in the 
book is unusually complete. It should prove of 
great value to all those interested in up-to-date 
power plants.” 

Journal of the aeronautical sciences, aero- 
nautical review section, Aug. 1941, p.29. 1 col. 

“Devoted exclusively to the description of the 
latest power plants manufactured in this country 
and abroad. A full page of data, including spe- 
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cifications and performance figures in English 
and metric terms, and a full-page yo mae are 
used to present each of 117 basic engines. Con- 
densed information is included on 340 variations 
of these basic poy! plants... The alphabetical 
arrangement of the index by manufacturer’s name 
and model number makes it easy to locate any en- 
gine described. The concise, useful arrangement 
and scope of the book, which is different from that 
of any other engine reference book, will have a 
strong appeal to aeronautical engineers, stu- 
dents, manufacturers and others who wish com- 
plete data on the most recent engines being 
manufactured and developed by the major air 
powers.” eee Ww 
Williams, Jesse Feiring. Healthful living. 
Revised edition. 600p. 1941. Macmillan, 


New York, $1.60. 

Hygeia, Aug. 1941, p.662. % col. 

“There is hardly a two-page spread in the book 
without a table, graph, photograph, or diagram. 
Practically 60 pages are devoted to teaching 
helps, such as facts to review, questions to think 
about, and interesting things to do. With each 
chapter, there is a list of books to read... An 
appendix covers first aid in emergencies. There 
is an adequate clear glossary covering 25 pages 
... Well indexed... An excellent text book for 
any course in hygiene at the college level or in 
the senior high school.” W. W. Bauer. 


Wilson, D. Wright. Laboratory manual 
of physiological chemistry. Ed.4. 298p. Wil- 


liams & Wilkins Co., Baltimore, $2.50. 
Drug and cosmetic industry, Aug. 1941, p.193. 


col. 

* «Arranged for students familiar with elemen- 
tary inorganic, theoretical and organic chemistry 
* To be used as a teaching manual and not 
as a comprehensive reference book. Experiments 
have been described which furnish knowledge 
and experience in biochemical technique. Methods 
have been chosen which have didactic value and 
which may be carried out without too extensive 
use of special apparatus.” : . 

ilson, W. Ker. Practical solution of 
torsional vibration problems; with exam- 
ples from marine, electrical, aeronautical, 
and automobile engineering practice. Ed.2. 
v.2, 694p. 1941. Chapman & H., London, 


£2 2s. 

Bulletin of the Iron and Steel Institute, July 
1941, p.103A. 1 p. 

“A comprehensive treatise on estimation of 
vibration stress, measurement of vibration stress, 
damping devices, vibration absorbers and fly- 
wheel calculations. The appendix also contains 
useful information on the subject of harmonic 
analysis of periodic curves. The author has 
dealt at some length with the determination of 
vibration stresses, and has given details of the 
various methods of estimation . . . The portion 
dealing with the measurement of torsional vibra- 
tion, amplitudes and stresses is particularly 
interesting . . . The M.I.T. Sperry vibration 
instrument is dealt with in detail . The 
information on pendulum dampers should prove 
of great assistance to designers ... Volume II. 
is certainly worthy of careful study by those 
responsible for the design of shafting and gear- 
ing installations for the transmission of periodic 
torques.” §. F. Dorey. 

Electrician, July 25, 1941, p.47. % col. 

“All aspects of the subject are treated extremely 
fully ... Numerous types of steel, cast-iron and 
non-ferrous metals are dealt with, and tables and 
formule are given for fatigue limits, the influence 
of fillets, keyways, and so on. Descriptions are 
given of many types of instrument [sic] now 
available for the measurement of torsional oscilla- 
tion, and their capabilities and limitations are 
discussed . . . Reference is also made to the 
theory of flexible mountings for machines... . 
The final section . .. [consists] of a her ow 
list of British patents covering various methods 
of eliminating or reducing vibration ...The two 
volumes of this work cover in a most compre- 


hensive manner the field of torsional vibration 
and provide also a wealth of information useful 
in various other directions.” COC. Berman. 

Winning, J. Heat treatment. 99p. 1941. 
Emmott, Manchester, England, 2s. net. 
(Mechanical world monographs, no.11.) 

Mechanical world, Aug. 15, 1941, p.106. % col. 

“Gives a concise and rational account of mod- 
ern heat treatment methods and the principles on 
which they are used .. . Not ... just a collection 
of workshop recipes, but ney used is capable of 
giving valuable assistance to the reader who finds 
himself on unfamiliar ground. It is, in fact, 
particularly valuable to engineers and others who 
while not being specialists in metallurgy, en- 
counter heat treatment and its problems in their 
everyday work.”’ 


Wood, A. B. Text-book of sound. En- 
larged edition. 578p. 1941. Bell, London, 


30s. net. 

London, Edinburgh and Dublin philosophical 
magazine, July 1941, p.88. % p. 

“A logical and full development of the theory 
and practice of Sound. One section .. . is de- 
voted to technical applications; the four remain- 
ing sections are concerned with the theory of 
vibration, vibrating systems and sources of sound, 
the transmission of sound, and the reception and 
measurement of sound energy ... In this... 
edition the author has incorporated accounts of 
recent advances and has provided many new ref- 
erences to the literature of the subject.” 

Woodbridge, Frederick J. E. An essay 
on nature. 351p. 1940. Columbia Univ. 


Press, New York, 20s. net. 

Nature, Aug. 9, 1941, p.150. 1% col. 

“An unusual book, attractively written and 
well worth reading. It is a direct and general 
statement of belief such as one seldom gets from 
a modern philosopher.” A. D. Ritchie. 

Woodward, Henry L., and others. Ob- 
stetric management and nursing. Ed.2, re- 
vised. 752p. 1940. Davis, Philadelphia, $3.50. 


American journal of nursing, Sept. 1941, 
p.1121. % col. 

“The same unit organization has been retained, 
with teaching aids in the way of chapter out- 
lines, chapter summaries, glossaries, questions, et 
cetera, which make it a book adapted for study 
by students and by graduates. Continued study 
units, which consist of references to periodicals 
and outside material, supplement the chapters 
and give scope to thinking . . . Decidedly worth 
while.” Laura Blackburn. 

Wright, Forrest B. Electricity in the 
home and on the farm. Ed.2, revised. 372p. 


Wiley, New York, $2.75. 

Agricultural engineering, Aug. 1941, 

304. % col. 

“An important addition is the new chapter on 
wiring systems for the farm and the home. The 
first part . . . consists of a series of practical 
jobs arranged in order of difficulty and the sec- 
ond part comprises eleven chapters of text dealing 
with the fundamentals of electricity.” 

Zappi, Enrique V. Tratado de quimica 
organica. v.2, pt.l. 520p. 1941. El Ateneo, 


Buenos Aires, Argentina. 

Journal of the American Chemical Society, 
Sept. 1941, p.2539. % col. 

“The subject matter . .. is divided into thir- 
teen chapters and is concerned with the aro- 
matic series. The hydrocarbons and their sub- 
stitution products, amines, diazo compounds, 
phenols, arsenic, phosphorus, bismuth, mercury 
and other metallo-organic derivatives are fully 
treated. The closing chapters deal with dyestuffs 
and medicinals . The modern theories of or- 
ganic chemistry and their applications are com- 
prehensively discussed and the volume as a 
whole is a scholarly piece of work, clear in its 
exposition and thorough in its presentation... 
The typography is excellent ...It is a great pity 
that the barriers of language will prevent this 


p.302, 
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excellent work from being widely read in this a brief history of aviation and early attempts 
country.” J. Enrique Zanetti. 2 to fly, the subjects covered include aircraft and 
Zweng, Charles A. Aeronautical train- mye pecan construction, a = 
: . . achutes ; e ; and instru- 
ing. 191p. 1941. McKnight, Bloomington, jrents. A quiz section ‘is included.” 
Journal of ~. cong gg gees ge 
nautical review edition, Sept. » p.23. col. 
“In eight parts. The first, on aircraft and the TECHNICAL AND SCIENTIFIC BOOK 
theory of flight, consists of a few pages of sum- SERVICE 
mary text and fourteen pages of questions and For complete and up-to-date list (3,000 titles), con- 
answers. The sections on aircraft engines, navi- sult Books Section of CHEMICAL ENGINEERING 
gation, meteorology and civil air regulations are CATALOG. For American Chemical Society Mono- 
wholly question-and-answer text, followed by graphs and other REINHOLD books, send for our 
several, pages of is examination questions New 1940 Catalog. 
‘or private pilots. art 6 covers general ex- H schi : 
amination questions and answers. The last Reinhold Publishing Corporation 
section furnishes problems and questions on 330 WEST 42nd ST. NEW YORK, N. Y. 
commercial pilot examinations. Various dia- 
grams which may be asked for by examiners are 
included.” 


Zweng, Charles A. _ oe note 
book. Pan American Navigation Service, 
Glendale, Calif., $4. PITMAN PUBLISHING 
Western flying, mo 1941, p.86. % col. CORPORATION 


“Will prove tremendously popular with private, 


commercial and instrument pilot students who H ‘. $ $ 
intend to take their navigation seriously and to Scientific & Technical Publications 


preserve data compiled during their studies for 

future reference ... A complete quiz on air 2 West 45th Street, New York City 
navigation is included. As a part of the book 
and fitted in a special pocket in the front cover 
is a standard Weems Mark II aircraft plotter 
which is approved by the CAA and may be used 
when taking written examinations.” 


Pe ne ay sen A. aaaee my te ny 
p. Pan American Navigation Service, 
Glendale, Calif., $3 unbound. JOHN WILEY & SONS, Inc. 


Aero digest, Sept. 1941, p.247. % col. Scientific and Technical Books 
“Here under a single cover the prospective 


ground school instructor can find all the infor- urth H 

mation he needs to pass his tests. Actually, the 440 Fo Avenue New York City 
book is specifically prepared for him, but it also 
is equally valuable for the applicant for a com- 
mercial or private pilot license .. . Starting with 
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